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FRICTION WELDING : 
A PRACTICAL PROCESS 


FOUNDING A BRIDGE 
ABUTMENT ON A FAULT 


WATER FLOW ANALOGUES 
FOR GAS DYNAMICS 


At Home 
HI-Fl: TAPES AND SPEAKERS 


Fabricating Steel Shuttering 
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Rtity steel castings 
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HADFIELDS LTD. EAST HECLA WORKS SHEFFIELD ENGLAND. 


42° Blooming and Slabbing Mill, designed to roll 1,009,000 tons 
of steel ingots a year, in production in the Aviles Works in 
Northern Spain of Empresa Nacional Siderurgica 


Issued by the Machinery Divisio 


| 
DA 





vier for tin dredging. Weight 174 tons. 


Krity steel castings 
any applications 
ffer certain econ- 
advantages over 
production 
bds. Before final- 
® your requirernents 
NK OF CASTINGS FIRST 
¥ consult Hadfields 
name celebrated for . 
bels in CARBON—LOW 
0Y—STAINLESS— 
NGANESE@-WEAR 


SISTING-HEAT. . 
SISTING’ STEELS. 7 “ 
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G 
4 


ie 


Tilting cylinder assembly. Weight “A 


HADFIELDS LTD. - EAST HECLA WORKS 


SHEFFIELD 


ENGINEERING 


ENGLAND. 




















42 Blooming and Slabbing Mill, designed to roll 1,009,000 tons 


of steel ingots a year, in production in the Aviles Works in DAVY- U N iT E D 


Northern Spain of Empresa Nacional Siderurgica 
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MovinG a plant is a problem to many other people than 
gardeners. Transferring your plant and machinery to a new 
site calls for considerable thought and generalship if pro- 
duction is not to be held up unduly. This is a very good 
reason why you should consult us at an early stage. We can 
plan and undertake the complete operation ourselves, without 
sub-contracting. Dismantling, packing, moving and _ re- 
assembly are all done by our own expert teams. 


THE PLANT 
ENGINEERING 
ORGANISATION 


incorporating 


PLANT ENGINEERS (MECHANICAL & HANDLING) LTD. 





PLANT ENGINEERS (INDUSTRIAL INSTALLATIONS) LTD. 


PLANT ENGINEERS (HEATING & VENTILATING) LTD. 





P.E.T. (CRANE HIRE) LTD. Aicine tadibiies Gases tom 
built on site by us and placed on a concrete batchinz 
plant 65 ft. high at Fulham, London. 


The Contract Removal Specialists 





ENQUIRIES DEALT WITH IMMEDIATELY AT LONDON OFFICE 6 PARKWAY, CAMDEN TOWN, N.W.I. PHONE: GUL 8388 
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He turns base metal into gold! 


No alchemist this, but a skilled scrapman in a Ward 
scrapyard. With his highly specialised experience, 
he can quickly prepare large masses of scrap for 
reduction to furnace sizes. Not only steel and iron, 
but all non-ferrous metals are handled too, both 
under strict metallurgical control. At scrapyards all 


over the country, equipped with the most modern 


Serving Industry Around The World 
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plant, Wards handle thousands of tons of metals a 
day, and they are proud to be the leaders in this 
important industry. 

Helping to feed the furnaces with carefully graded 
scrap is only one activity of the Ward Group of 
Companies whose products and services cover 
almost every: branch of industry. 


Fess 


THOS. W. WARD LTD (: 


, 


Head Office: ALBION WORKS, SHEFFIELD. London Office: BRETTENHAM HOUSE, STRAND, W.C.2. 
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200 ton 12’-0” wide Press Brake 


TAYLOR & CHALLEN LTD 





WE ALSO MAKE 


Open-fronted Presses 

Double sided Presses 

Single and Double Crank Presses 
Power Screw Presses 

Minting machinery 


Cartridge machinery 





Double Action type Drawing Presses 
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ENGINEERING COURSES BY POST 
A.M.IMECH.I CITY & GUILDS, ET and 





I ¥ practical training courses in Mechanical, Motor 
and Electrical work No books to buy Write for 
FREE Prospectus stating su tto LCS, INTER 
FEXT HOUSE, P ARKGATE "ROAD DEPT. 420 
LONDON. S.W.11 save 


ROYAL TECHNICAL COLLEGE, SALFORD 
DEPARTMENT OF 
MECHANICAL ENGINEERING 
RESEARCH STUDENTSHIPS 
Ay sitions are invited for a number of RESEARCH 


STUDENTSHIPS it the DEPARTMENT OF 
MECHANICAL ENGINEERING Applicant 





have a good degree or Diploma in Technology 
M har | ri in aj i enes 
Applicar native qua it f hig 

i ma idered 
I h per PI imeor h earch 
g nth ep tand wil art it research 
for a hig degree r for either Membershiy f the 
4 { Technologist M<«.T.) or the Fellowshiy 
f this ¢ eu There are new and we equipped 

stork and good workshop facilities availal 
Tt Studentships are renewable annually uy ry 
u f the vears and carry an annual grant 
: Lo Phe comme g point ma 
t it e the minimum 

Further particulars 1a b btained from the 


REGISTRAR ROYAL PECHNICAL COLLEGH 
SALFORD, 5. LANCS.. to whom app ti honuld 


| ' ' } ( 
da is | ible 


. CONSULTANTS & 
EXPERIMENTAL 
WORK 


| PROTOTYPES 

| EXTREMELY ACCURATE 
PLATE CAMS 

ELECTRONICALLY | 


CONTROLLED CAM 
MILLING MACHINES 


SPECIAL &* 
PURPOSE MACHINES 


Research Engineers Ltd., | 
CANONBURY, N.1. | 
CAN 4244/5/6 

*“Wilmaket, Nordo, London”’ 


G 878 


Telegrams : 
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: TENDERS 


HE OFFICE OF THE INDIA SUPPLY MISSION 
MASSACHUSETTS AVENUE, N.W., WASH 

NGTON & DA UNITED STATES OF AMERICA, 
tes TENDERS for the f wi 

TENDER ENQUIRY NO. S.E. 232 


| the Supply of 
PI ane 
COAL HAULERS, 2 TONS. MAN 
1) MPH 
RAWLER rRACTOR DOZERS 
DBLP. 160 MIN 4 
ROTARY COAI ¥¥ CRAWLEI 
MOUNTED FOR 4in. DIA. BY 
0 ft./40 ft. DEPTH O} HOLES 
$ MOTOR GRADERS, MIN *) BAP 
= at t relative t he al py ica 
I bta i from the Co-ordina Branet 
1s Depart me Bromyard Avenu A I 
“ ta t of 14 td. per end and 
' ' 
Tenders are to be returned direct to India Supply 
Mission, 2536, Massachusetts Avenue, N.W.. Wash 
yt 8S, DA United States of America, so as t 
each them by 23rd September, 1960 
Specimen copy f the above enquiry can be seen 


"ENG INEERING BRANCH, INDIA STORE 
DEPARTMENT BROMYARD AVENUE ACTON, 
W.3, under the following reference 3.3319/60/ NS 
ENG2 C 761 
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THE ELECTRICITY CORPORATION 
OF NIGERIA 


LAGOS DISTRIBUTION SYSTEM 
CONTRACT NO. 103378 


j i ire ou f Pt 
recti f Electrical P I ‘ 
' aul tatior i t vi t fl rt ~ 
rt Contrac my Ind { 
Outd I kV sw hy vith a i 
r and relay uy kV neuts 
arthing pret ind k\ 6 kV 
witchyea iM \ Revs « ¢ 
Ltd manufacture f x 
uy vitchboard I ( i ‘ 
id ion of t ation tra forme 
Pend ire invited fron ms wi 
i I pared t ibmi mplet Tender 
but th | hase serve he right 
pum separate ntra { pa f th 
work 
A short preci {tt t it Wor 
t Whict Tuplet mprehensiy 


ffers are invited may be had i applica 
tion ¢ rHt RESIDENT ENGINEER 
ELECTRICITY CORPORATON OF 
RIA ADELPHI JOHN ADAM 
STREET, LONDON, Wit 
ler Document which w be avall 
able from 19th AUGUST 
able by 12 NOON ! tth 


Ord i returt 


SEPTEMBER 


1960, may be htained from the ame 
vddress on receipt of a payment } he 
f $ in fa i the El Cor 
tion of Nig " rt pavi “ t 
refunded 

The Ele Cory ‘ t i 
then lve ‘ : 
Tender r wi ! t t i 

I t i 1 I + tl 

Pend Cas 


= FOR SALE 
F OR HIRE 


POWER OPERATED DOUBLE GEARED 
PLATE pone sg nOLLER. Mot | 
si) T) i i e end 
’ mmodate wired edge sheet - p roller bea 

g cap ged for withdrawa { lindet 
App Xitate i ft.t , in Diameter of 
$2 in We tal 10 ew 

BESCO UNIVERSAL SWING BEAM FOLD. 
ING MACHIN Capa 2 in. by 


Clamping be wit for witdcuws f 





Weight 
CRAIG & DONALD DEEP GAP a teint aa 
SHEARING MACHINE. 


$40 ipy Witt atic } i-down and 

xdjustable back g ue Capacit 4 ft. t L in 

‘ met with three | ‘ t blade W ght 
JOHN HANDS DOUBLE SIDED FRICTION 

SCREW PRESS. M 4000-444 

ipl rr Xe ij immat Ht 

Maximum stroke 1s Between uprigt ie 

ee slotted bed St ' it Weight approx 


thiateiy tor 
HAMILTON NO. 425 DOUBLE SIDED 
et ee, POWER PRESS. Motor 


r 4x a8 Mr ire exerted approxi 
mately LOO tor rok Ketweet upright 
424 Bed 42 in. t Hole in be 


by 202 in. Weight apy mately § tons 
TAYLOR & CHALLEN DOUBLE SIDED 


DOUBLE ACTION CAM ACTION 
DRAWING PRESS Can be supplied motorised 
for 400-440 ) 1] i h roke it 
Blankhoider stroke 4 i Bet wee rights 20 it 
Bed 1s in. by 154 i H ein b in 


Weight approximate 
LEE & CRABTREE ‘DOUBLE SIDED PRESS 
BRAKE. M rise I 


ipl Ay 
proximate Apacit 12 ft W.g rott.h 
I r4it. 6in. by jin Strohk aApproxit 
5 ir Weight approxima l t 
Photographs of the al are availal 
Very fa irable Hire Purchase tert at be 
MA‘ HIN] rooLs NEW AND USED 
of i Ih I Attra j 
% 
F. z LD DW ARDS L TD. 
$f EUSTON ROAD 
LONDON V.Wil 
Felephor EUst iii 
And at 
LANSDOWNE HOUS} WATER STREET 
BIRMINGHAM 
Ie | ( HO6-8 (i sve 


REED-MOORE PLASTIC FABRICATIONS. 
COL. 1072 


42, SIDLEY AVENU} VICTORIA AVENUE 
EAST, BLACKLEY, MANCHESTER 9 
Specialists in all types of Plaetic Fabrication 


(P.V.« Polythene, and Perspex Assemblies) 
E.G. Plastic Ducting, Dye-baths and Electrica! 
3oxes of any size and design C 651 





ADVERTISEMENT RATES 
TRADE AND TECHNICAL SECTION 


AGENCIES - ANNOUNCEMENTS 


BUSINESS OPPORTUNITIES - CAPACITY 


CONSULTANTS - EDUCATIONAL + EXPERIMENTAL WORK 


FOR SALE OR HIRE - PATENTS ~ PUBLICATIONS 


SALE AND VALUATIONS - TENDERS - TO LET - WANTED 


4s. per line (minimum charge 16s.) single column inch rate 48s 


Lines average 6 words—!2 lines to the inch. Box number: 2s 


SERIES DISCOUNT 5 per cent. on 6 inserti 


DISPLAY AND iLI 


yns, 10 per cent n 13, 15 per cent. on 26 


STRATED layouts are accepted 


COPY DATE—first post Monday 


4 


REDUCED RATES for quarter, half and full pages 


apply to ‘Engineering’ Dept. C.A. for full 


nformation, and details of advertisements layout service 


S00 


NEW/UNUSED 979 kVA 6600 45 
voles DIESEL ENGINE DRIVEN ‘ALTER. 











NATOR SET, i 120 16 
ylinder igine b — RLEES BM KERTON \ 
DAY type JV.1¢ ) t 750 rpm 

alternat t RUSH ELECTRICAL, re iv 

ing field, with exciter and sw ur by REY- 
Ro! Lt 

625 kVA 400/44 DIESEL 
ENGINE DRIVEN ALTERNATOR ser, 
it poratir in nder 2-stroke engin 
t CROSSLEY, type HSL.A Direct at 
Wrp. t 4 ‘ by GEA rev Z 

with direct apled ex er and switchge 

KVA 400 ¥ ycles “DIESEL 

ENGINE DRIVEN ALTERNATOR Set 
i p. horiz ‘ ylinder engine 
by BLAC kh STON} type 4M1 Dire upled 
at 333 ropa alternator BRUSH ELE 
PRICAI reen pr d with direct upled 
exciter a . rigtt 

rwo > kV t 

DIESEL ENGINE DRIVEN ALTERNATOR 
engine | CROSSLEY BROS yy XVD.6. 
Direct rp. alternator, one by 
BRITISH THOMSON HOUSTON, the other by 
METROPOL! PAN VICKERS, with rect ipled 
sO KVA 400 DIESEL 


ene DRIVEN: “ALTERNATOR SET 


' hr 


MIKKLEES BICKERTON . DAY ype J 
Direct i very t alternator by 
BRUSH bL EA PRI Al wit! lirect upled 
ex yl and sw g 
145 400 Vv DIESEL 
ENGINE. DRIVEN. "ALTERNATOR | = 
BI ry Ks LON! type EPV Dir ipl t 
rp. slter ‘tor by CROMPTON PARK 
INSON wit! lirect pled xciter and wit 


GEORGE COHEN 
SONS & CO. LTD., 
WOOD LANE, LONDON, W.!2 

sheptl i 
STANNINGLEY, NR. LEEDS 


I | ~4l 


STEEL, ALUMINIUM, BRASS, yg 
AND OFFCUT, 10 to 246 Sma arge 
quantities. Cash payment DYAS & FOWLE 
41, LOUDOUN ROAD, N.W.8. MAI ll, 5477 

G 663 


FOR SALE. COMPLETE DOCUMENT 


COPYING AND PRINTING DEPT., COM- 


PRISING : 
ONI BARCRO AV. 4 COPYING AND 
PRINTING MACHINI 
ONS E.N MASON STAINLESS <TEEI 


AUTOMATIC WASHING SINK 

rwo EN. MASON ENAMEL DEVELOPING 
AND FIXING SINKS 

ON KN MASON _ LINLESS STELI 
RINSING TANI \ and 

ONE LEAD LINED SINK COMPLETE WITH 
rHREI SHEET FILM DEVELOPING 
RINSING AND FIATNE rFANKS 


ONS EKASTMAN KODAK PHOTOSTAT 
DOCUMENT COPTER a) Mintle but 
“ king perfe 

ONE EN. MASON 4-IN. ROTARY PRINT 
DRIER 

ArFaox ue) SHEETS OF DOCUMENT 
"AVPER (Various siz 
.PPROX m0 SHEETS LINE FILM (Variou 

ON ROLL GAVEARI PAPER for the 


Phot it 
rwo MAHOGANY PAPER CABINETS 
FOR THI BAKCRO 
APPROX 0) SHEET FILM HANGERS 
A NUMBER OF SPARE PARTS 
I nstall this unit new wou t about £2500 
What Offer We wou ider selling eact teu 
separately buyer t 
view appl 


PHOTORAMA STOCKPORT ROAD, ARD 


WICK, MANCHESTER, 12 PHONES ARDwick 


6193, ( 47 


DIESEL ALTERNATOR SETS 


Vo ‘ KVA ‘ATIONAT BA hat 
' 4 ( t , iy 
t A\1 ir 1 
ONT ; KV A MIRKLEI Hit bt I 
PREBLI | ‘ I 
ONT ae Pee oe SS 4-tr it 
100-4405 i wn 
ON 60 KVA BELLISS LLs-Lin I 
ropa HHS Vr 
ONE 1 KVA hit ALTERNATOR 
pa i4 wi pea ! ‘ 
rwo % KVA BELLISS ALS-LIM 
pt “0 , Price £050 eact 
\ ‘ aft i 
nti j 4 ‘ 
ij ip ! 
kor eport ! } | SIPPY PeEPY 
ROAD. WEST WIMBLEDON, LONDON, SW 
Phi W I Mbled “4 ‘74 


WILSON 7 hey CENTRES GAP BED 8.8. & 
s.c LATHE, ud bin. betweer 


pine peeds 20-477 rp. $0044 


JONES NO. 15 STANDARD 7) iN CENTRES 
GAP BED SS. & S.C. LATHE, (© admi 


hole pindle 1 t i pines poet -4 
ropa trive frot f contained 3 hy 
4100) 40) 

STANLEY 7 IN. CENTRES GAP 4 -¥ s s & 
S.C. LATHE, “ gap 2 


ROLLO 7 IN “CENTRES GAP BED SS. & 


s.c LATHE, adn in. betwee tr 

“ { spindle e with gap pie 

re 12 t 10 ! iat W a] ile 
Ae 8 , ! Oo rp 40 0 


HARRISON 4\ IN. CENTRES GAP BED S.5 
& S.C. LATHE, tf) admit 24 bet w ent 
‘ lia. | . he pindle spe i 
il iin ! ‘ ‘ 


f 


MITCHELL OF KEIGHLEY 8 te. CENTRES 


S.S & Sc. LATHS : p bed, swit 
wimite att. 4 betw 1 enter f spind ! 
pinned le pil peeds f " “0 rps 
Arranged f e rope ilrive f Wad 


WILSON 86) IN — GAP seo s.S. 8 
$.c. LATHE, | mi bet wee 


wing in gap 26 in, 1 =. de. oi 


WARD LTD. 


SHEPPRIELD 


THOS. W. 


ALBION WORKS 


PI 6311 (ifan ward 
LONDON BRETTENHAM HOUS!I STRAND 
Phone Temple Bar 
Remember — Ward's might have at 
{ ’ 


150 HP. FOWLER DIESEL SHUNTING 
LOCOMOTIVE; typ 0; 4ft. 4 
4 spec 1750. for ale 
t BURRILI ‘ 0 
CATHEDRAL ROAD, CARDIFI 
rh OL 


TRANSLATION 





TRANSLATIONS, CATALOGUES, ESTIM- 


ATES, et from/into FRENCH/ENGLISH 
Rec. by Brit. Council and Brit. C. of C. Paris 
BOX G 891, Offices of ENGINEERING 


For ‘Engineering’ Appointments Section, turn to the centre of editorial section. B2 
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WE ALSO MAKE 


Open-fronted Presses d 





Double sided Presses 








Single and Double Crank Presses 
Power Screw Presses 
Minting machinery | 


Cartridge machinery 








Double Action type Drawing Presses 
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EDUCATIONAL 





ENGINEERING COURSES By POST 
A.M IMECH.I CITY & GUILDs, ET and 
practical training courses in Mechanical, Mot 
and Electrical work No book » buy Write for 
FRI Prospectus stating subjec INTER 
EXT HOUSE, PARKGATI DEPT. 420 
N S.W.11 G avo 






to LCS 
ROAD 
ROYAL TECHNICAL COLLEGE, SALFORD 
DEPARTMENT OF 
MECHANICAL ENGINEERING 
RESEARCH STUDENTSHIPS 








Ay ns are invited for a number of RESEARCH 
STUDENTSHIPS im the DEPARTMENT OF 
MECHANICAT ENGINEERING on ints 
ild have a good gree or Diploma it Technology 
n Mech ical Engineering or in an applied science 
Ay alternative jualifications f high 
i may also be nsidere 
I person appointed will join one of the earch 
ur nthe Department and will carry it research 
f i higher degree or for either Membership of the 
‘ ue of Techi gist M.C.T.) or the Fellowship 
it Colle here are new and well-equipped 
laboratories and good workshop facilities available 
It 5 adentshipe are renewable annually up t i 
x in f three years and carry an annual grant 
(MW) rising to £600 Phe mmencing point ma 
t ibove the minimum 
Further particulars may btained from the 
REGISTRAR, ROYAL TECHNICAL COLLEGH 
| ati = should 


SALFORD, 5, LANCS., to whom app 
} mitted as 


nas} ble 


CONSULTANTS & 
EXPERIMENTAL 
WORK 








PROTOTYPES 

| EXTREMELY ACCURATE 
PLATE CAMS 

ELECTRONICALLY 


CONTROLLED CAM 
MILLING MACHINES 


SPECIAL &® 
PURPOSE MACHINES 


| Research Engineers Ltd., 
CANONBURY, N.1. 
CAN 4244/5/6 


“ Wilmaket, Nordo, London” 


G 878 


Telegrams : 








TENDERS 





Hk OFFICE OF THE INDIA SUPPLY MISSION 





MASSACHUSETTS AVENUE, S.W., WASH 
rONs Dé oa oo AMERICA, 
TENDERS for the f 
TENOER ENQUIRY NO. SE. 232 
the Supply 1 
NOs 
COAL HAULERS, 20/25 TONS. MAX 
1M.P.H 
CRAWLER rRACTOR DOZERS 
ID. BHP. 160 MIN $ 
ROTARY COAL DRILLS. CRAWLER 
MOUNTED FOR n.j4in. DIA. BY 
20 ft. 40 ft. DEPTH OF HOLES 
4+. MOTOR GRADERS, MIN. 100 BHP 
Specifications, et relative to the above specifica 
I be obtained ft ve rdination Branch 
Ind S Department, Bromyard Avenue, Acton, 
W at a st of l4s. 4d. per tender, and is not 
refundable 
Tenders are to be returned direct to India Supply 
Mission, 2536, Massachusetts Avenue, N.W Wash 
ington 8, D.C., United States of America, so as to 


reach them by 23rd September, 


Specimen copy of the above enquiry can 
at ENGINEERING BRANCH, INDIA 
DEPARTMENT, BROMYARD AVENUE, ACTON, 
W.3, under the following reference 3.3319/60/NS8¢ 
ENG.2 © 761 


be seen 


STORE 


For ‘Engineering’ Appointments Section, turn to the centre of editorial section. 


Boxes of any size and design. 


THE ELECTRICITY CORPORATION 
OF NIGERIA 


LAGOS DISTRIBUTION SYSTEM 











CONTRACT NO. 1033 78 
l lers are I t ! } 
r n of El Pla tn ‘ 
! il ‘i ns ' { La s 
rh Contra Ind 1 
Outd $ kV swi Te ha t 
1 and relay equity kV ne 
arthing pmier and kV and 6.6 k\ 
witchgear f Me \ RKReyr ‘ ¢ 
Ltd manufacture for t 
ing V hboard it ‘ ry 4 
j l t 1 f substa 1 forme 
Ter ir n firms wh 
ire y plet render 
but t \ he rig 
piace separat ntra { parts of th 
“ Th 
A short preci f the x f th work 
for whict mplete and mpreher 
ffers are invited may be had on applica 
tion tf rHt RESIDE NT ENGINEER 
THE ELECTRICITY CORPORATON Of 
NIGERIA ADELPHI JOHN ADAM 
STREET LONDON, Wa 
Tender Documents, which wi be aval 
able from 19th AUGUST, 1060, and return 
able 1 12 NOON or ith SEPTEMBER 
1960, ma be btained mo the u 
address receip f I t} hey 
for £12 in fa ir the I i Corpor 
tior f Nigeria rh pay “ tt 
refunded 
rhe f ( ! ath ! bind 
themselves i | West 
Pende nor Vv hie ponsibl ra 
sts it rred by J ith Tak th 
Tende ( 4 
= FOR SALE 
- OR HIRE 
sean 
POWER OPERATED DOUBLE GEARED 
PLATE SENDING ROLLER. Mot 1 for 
40 ow suipy R t i t end 
4 mith te wired edge sheet "y l er bea 
ing caps hinged f withdrawa f yiinders 
—- xit t ipa ft. 1} i, kp f 


s4ii Weigl 
BESCO UNIVERSAL SWING BEAM FOLD. 
ING MACHINE. 


Capacity 2 in. by él 


‘ mping beam sw s out for withdrawal { 
trunk section Folding bear vijustable for 
sharp ind fr ind | bends With adjustable stop 

fe t ition bending a vd able wk gauge 





We eight appr Ximately 630 
CRAIG & DONALD DEEP GAP ere 
SHEARING MACHINE. 


$40,550 supy With aut at ld-down and 
adjustable back gauge Capacit 4 ft. b it 
Complete with three sq} ! | Weight 
Approximate lit 

JOHN HANDS DOUBLE —r FRICTION 
SCREW vaees. M HW 44 ) 
supply Pres xerted approximate 60 tons 
Makionum strobe Ls in el prigl it 


Tee slotted bed 36 in. by 46 in. Weight approx 
tnateiv Vv 1 ts 

HAMILTON NO. 425 DOUBLE SIDED 

DOUBLE CRANK POWER PRESS. Moto 


roan 4 0 rr exerted approxi 





i us Stroke Sir Between uprig ght 
se 4. by 32 ir Hole in bed 33 it 
203 it Weigh uj ‘ tons 
TAYLOR & CHALLEN "DOUBLE SIDED 
DOUBLE ACTION CAM ACTION 
DRAWING PRESS. (4) upplied motorised 
for 400-440 1) Spy Puncl stroke Ss In 
Blankholder stroke 4 in Between uprights 20 ij 
Bed 15 in. by 15) i 7 ‘ bed j liameter 


Weight app hatel 
LEE & CRABTREE DOUBLE SIDED PRESS 


BRAKE. Motorised for ipply. Ap 
proximate capacity 12 ft. | l2 s.w.g. or 6 ft. t 
f in. or 4ft. 6 in. by } in Strok apy x " 
> it Weight approximately 114 t 

Photographs of the above are availalt 

Very fa irable Hire Purchase tern be 

btained 
MACHINE TOOLS, NEW AND USED 
ei 


Every Description. Attractive Price 


F. J. EDWARDS LTD. 


-361, EUSTON ROAD 
LONDON. NW 
releph me EUston 468 i 
And at 
LANSDOWNE HOUSE, 41, WATER STREET 
BIRMINGHAM 
elep me Centra MiGs (; ave 


REED-MOORE PLASTIC FABRICATIONS. 
COL. 1072 


42, SIDLEY 
EAST, 
Specialists 
(P.V.C., 
E.G. 


AVENUE, 
BLACKLEY, 
in all 
Polythene, 
Plastic Ducting, 


VICTORIA AVENUE 
MANCHESTER 9. 
types of Plaetic Fabrication 
and Perspex Assemblies) 
Dye-baths and Electrica} 
C 651 





ADVERTISEMENT RATES 
TRADE AND TECHNICAL SECTION 


AGENCIES ANNOUNCEMENTS 
CONSULTANTS 
FOR SALE OR HIRE - 


SALE AND VALUATIONS - 


BUSINESS OPPORTUNITIES - 
EDUCATIONAL - 
PATENTS - 
TENDERS 


CAPACITY 
EXPERIMENTAL WORK 
PUBLICATIONS 


TO LET - WANTED 


4s. per line (minimum charge 16s.) single column inch rate 48s 


GEORGE COHEN 
SONS & CO. LTD., 
WOOD LANE, LONDON, W.1!2 


(Shepherds Bush ) 
STANNINGLEY, NR. LEEDS. 


Pudsey 2241 
‘ > 
STEEL, ALUMINIUM, BRASS, SHEET 
AND OFFCUT, 10 to 24%. Small or large 
quantities. Cash ayment DYAS & FOWLE 
41, LOUDOUN ROAD, N.W.8. MAT. 2711, 5477 
G 663 
FOR SALE COMPLETE DOCUMENT 
COPYING AND PRINTING DEPT., COM- 
PRISING 
ONI BARCRO Av 4 OPYING AND 
PRINTING MACHINI 
ON} KE. MASON rA LESS STEEI 
AUTOMATIC WASHING SINK 
rwo EN. MASON ENAMEL DEVELOPING 
AND FIXING SINKS 
ONI LN MASON STAINLESS STEEI 
RINSING TANK \ n stand 
ONE LEAD LINED SINK COMPLETE WITH 
THRE! SHEET FILM DEVELOPING 
RINSING AND FIXING TANKS 
ONE EASTMAN KODAK PHOTOSTAT 
DOCUMENT COPIER Old Model but 
working perte 
ONE E.N. MASON 24-IN. ROTARY PRINT 
DRIER 
APPROX OM SHEETS OF DOCUMENT 
PAPER (Various Size 
APPROX. 2000 SHEETS LINE FILM (Variou 
“i126 
ONS ROLL GAVEARI PAPER for the 
Photostat Copier 
rwo MAHOGANY PAPER CABINETS 
FOR THI BARCRO 
APPROX OO SHEET FILM HANGERS 
A NUMBER OF SPARE PARTS 
To install this unit new would mt about £2500 


What Offers? We would ¢« 
separately Buyer t 


ider selling each item 
llect 


To view apply 


PHOTORAMA, 12, STOCKPORT ROAD, ARD 
WICK, MANCHESTER, 12. "PHONE: ARDwick 
6193. © 747 


Lines average 6 words—!2 lines to the inch. Box number: 2s 
SERIES DISCOUNT —5 per cent. on 6 insertions, 10 per cent 3, 15 per cent. on 26 
DISPLAY AND ILLUSTRATED layouts are accepted 
COPY DATE—first post Monday 
REDUCED RATES for quarter, half and full pages—-apply to “Engineering” Dept. C.A. for full 
nformation, and details of advertisements layout service 
DIESEL ALTERNATOR SETS 
600 $01 , ” 4a 150. Com x ¥ 
ii Comy te wit! ‘ | 
t AVI } | 
NEW/UNUSED 979 GOK 0 “ 
yeles DIESEL ENGINE DRIVEN ALTER. ONI KVA MIRKRLEI HrS-BRUCH 
NATOR SET, |: ati » hy 16 PEEBLI | 44 
ylinder engine by MIK 7 (LEEKS B . KI KRTON & Pe 
DAY type 1V.ie Dp | 0 rpm NI KVA VETTES 1K, wy ' 
to alternator by BRUSH ELECTRU AL, revolv- simr-44 i eM 
ing fleld, with exciter and switchgear by REY- ONT iv KVA BELLISS ALS- Lin 
ROLL} rp TOD , Price 
625 kVA 400 les DIESEL ON! KVA ECC ALTERNATOR, sp 
esate DRIVEN ALTERNATOR SET, rp. iu i, wit! penne j « £400 
i ry™ , \ ler troke engine rwo wv KVA BELLISS ALs-Lin proved 
! CROSSLEY t ‘ HSI “ Direct coupled at f ! Him 0 eact 
500 Top to alternator by GE rev ng field, \ ur i H 
with direct upled ex ter ~~ yo - vo enti i \ 1 : 
To KVA 4K DIESEL juipt 1 | li 
‘ENGINE DRIVEN ‘ALTERNATOR SET ii rep ! KI ry PEPY 
i rporati pp. horiz viinder engine ROAD } r WIMBELI 4) 1) ”“ W 
by BLACKSTONI pe 4Ml Direct coupled THI WIM mia i 
at rpm. to alternator BRUSH ELE 
rKit Al ree protected with direct upled 
xeiter at A ~ al 
rwo 250 kV 
DIESEL ENGINE DRIVEN ALTERNATOR 
Sevs, eact i -cvlinder 
engine by CROSSLEY ROS pe XVD6 
Direct ed at 600 rpm. to alternator ne by 
BRITISH. ‘THOMSON HOUSTON, the other by WILSON 7 iN CENTRES GAP BED S.S. 8 
ee ean ene Same lirect ipled S.C. LATHE, vimit 3 ft between cet 
cciter 1 \ gir | } ’ { hollow ile 
In) KVA "400 volt cles DIESEL hi pit peed 6-4 rp 1000-446 WA 
raceme DRIVEN: “ALTERNATOR SET ‘ py 
inne I - engine JONES NO. 15 STANDARD 7 IN CENTRES 
MURIEL Es BICKERTON ‘ DAY ‘type 13 — & S.C. LATHE, voimit % 
Direct « p.m. t alternator by bet wee wing in ga j bs in 
BRUSH PLE PR if ‘Al with lirect ipled hele pindle 12 it ‘ ~ ile «peed 6-4 
exciter and switchgea rp. e from self ntained 3} motor f 
145 kVA 400 ¥ | s DIESEL 400-44 
ENGINE DRIVEN "ALTERNATOR SET STANLEY 7 IN. CENTRES Gap BED S.S. & 
ir rporating vertica inder engine by S.C. LATHE, wil in 
BLACKSTONI! bene EP Direct 1 at , lia.. d between centres St 
00 r.p.m. to alternator by ¢  ROMI TON P ARK pir ile peeds 0-360 rp drive fron hey 
INSON, wit! lirect ipled xciter and switch 


tor for 400-440 S/o 
ROLLO 7 IN CENTRES GaP BED S.S. & 
S.C. LATHE, to admit 6 in. bet 


weet ptre 


motor drive 
HARRISON 4 IN. CENTRES GAP BED s ood 
& S.C. LATHE, ult it 24 in. betwee 
lia. hollow sy ; pindle speeds 15-45 
rp.m., fitted with feed 


eu ntained f t e with hey with O it 


yearbox iTranged f 
faceplats 

MITCHELL OF KEIGHLEY 86) IN. CENTRES 
S.S. & S.C. LATHE on 4 ft. 0 in. gap bed, swi 





in gap 32 in. dia. by LL in. in fr tof spindle 
vimite 4{t. 4in. between centre Sin. dia. holiow 
pire ‘ wi j fron 0-400 rp 
Arranged tf rope lrive f 400-44 
WILSON 8) IN. Cessvass oAr seo eer a 
S.C. LATHE, to ads we ‘ 
wing li p 26 in. t it din f hollow pind 
peed th-4 oe amen motor 
bO0-44 
mr ‘ r 
THOS. W. W ARD L TD 
ALKION WORKS Seer eISLD 
Phone Osi (i 
LONDON BRETTENHAM HOUSE TRA ‘iD 
Weg 
Phone Temple Bar | line 
Remember — Ward's might have it 


iso H.P. FOWLER oe SHUNTING 
LOCOMOTIVE; type 0 gat 
dapeed; L1750.f juick sale 
F BURRILL & CO 
va ae ROAD, CARDIFF 
rt 6100 ( ‘ 
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aA 


TES, etc, from/into FAENCH ENGLISH. 
Rec. by Brit. Council and Brit. C. of C. Paris 
BOX G 801, Offices of ENGINSERING 








THE PROPRIETORS OF PATENT NO. 77505! 
T 





for “ IMPROVEMENTS IN OR RELATING TO 
PATENTS PRESSURE ROLLERS FOR SIZING APPARA 
US” desire to secure commercial exploitation by 

Licence or otherwise in the United Kingdom 
Replies to Haseltine Lake & Co., 28, Southampton 
Buildings, Chancery Lane, London, W_C.2 C 74 
THE PROPRIETOR OF BRITISH PATENT THE PROPRIETORS OF BRITISH PATENT 
NO. 6526866 for “ PINKING SHEARS AND NO. 774245 for “AN IMPROVED SEALING 
METHOD OF MANUFACTURING SAME,” desires RING desire to enter into negotiations with a 
to enter into negotiations with a firm or firms for the firm or firms for the sale of the patent or for the 
nale f the patent or for the grant of licences there urant f licences thereunder Further particulars 
under Further particulars may be obtained from may be obtained from MARKS & CLERK, 57 and 
MAKKS &€ (LERK 7 and 58, LINCOLN’S INN mm, LINCOLN’S INN FIELDS, LONDON, W.C.2 

FIELDS, LONDON, W.C.2 C745 


‘Engineering’ Appointments Section 
ADVERTISEMENT RATES 


CLASSIFICATIONS: Public Appointments, Appointments Open, Appointments Wanted. 
TYPES OF ADVERTISEMENTS 


(a) ‘“‘ Appointments Lilustrated "’ and illustrated careers advertisements: 


photographs or drawings 
may be used in conjunction with type matter. 


Rates per page: (12 in- by 9 in.) £100 
half page £54 
quarter page £29 


(b) Semi-display: type matter, with or without surrounding rule, name block or symbol. 


Rates: per page (12 in. by 9 in.) £100 
half page £54 
quarter page £29 
single column inch £2 14s 
(c) Single column “ run-on " advertisements: approximately 6 words to the line, 12 lines to the inch. 
Rate per line 4s. 6d. 


(Minimum charge 18s 


SERIES DISCOUNTS: 5 per cent. on 6 insertions; 10 per cent. on 13 15 per cent. on 26. 


BOX NUMBER: 2s 


Company Meetings 
Quarter page, £29; half page, £54; full page, £100 


COPY DATE: First post Monday 
BLOCKS: To be mounted ready for printing. Screen 100 
ORDERS TO: “ Engineering” 36, Bedford Street, London, W.C.2 


(Telephone TEMple Bar 3663) 


Our booklet ‘‘ MACHINE CUT GEARS" contains much information of 


interest and use to engineers. A copy will be sent on request. 


SPUR WHEELS SPIRAL WHEELS 
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Golourbind your 
sheets with 





* 














Thures Q size tor suit you 


NOTE THESE EXCLUSIVE CATALOK FEATURES 


| A fitting made of high impact Polystyrene which 
is tough, durable and resilient. 


FIVE DIFFERENT COLOUR FITTINGS 
MANY ATTRACTIVE BINDINGS IN 
SINGLE OR TWO-TONE EFFECTS. 


2 Prong-shaped Multi-Rings interlocking for 
strength—perfect alignment—easy turnover— 
no tearing—100%, visibility. 

3 Rapid insertion of leaves in any position—just 
a simple slide along endcap releases the rings 
with a wide opening. 

4 Afitting which locks—no possibility of sheets 

falling out or becoming mislaid. 

No mechanical parts to strain, 

no rusting or tarnishing. 


Available in in. or | in. capacities to 
hold paper sizes 7in. x 44in., Bin. x 
Sin., Yin. x 6in., 10in. x Bin. and 
Il in. x 84in. Special sizes in multiples 
of $in. (up to a maximum of I! in.) 
on the binding edge, and in any desired 
width made to order. Also obtainable 
in the new A.4 standard size to hold 
paper | /2 in. x 84 in. in either capacity. 
Gold blocking, Silk Screening and 
Appliqué embossing as required. 


Quotations and samples forwarded on request to Dept. L.12. 
R. SCULTHORP & CO. LTD Loose Leaf Division, 
Blackfriars House, New Bridge St.,E.C.4. _ Tel.: FLEet Street 5754 (5 lines) 








ABBOT 


MACHINE CUT 
GEARS 


All types... in any material... 
to specification... 


We guarantee the teeth of all 
wheels cut by us to be correct, and 
all work is examined and checked 
Each 


gear wheel of a pair is run in cor- 


before being despatched. 


rect relative position to the other 


in a special gear-testing machine. 


The ABBOT ENGINEERING Co. Ltd. 


32 SMITHHILLS 
Telephone: PAISLEY 4272 

AN ASSOCIATED COMPANY OF MESSRS. BUTTERS BROS. & CO. LTD. 
RACKS - 


PAISLEY 


Telegrams: ‘* ABBOT, PAISLEY’ 


WORM GEARING BEVEL WHEELS FIBRE PINIONS 


Enter No. 831 on reply card 
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HINDMARCH/MWD 


TWO OR THREE SPEED 
OIL-OPERATED 
INVEST IN REVERSE-REDUCTION GEARS 








As installed in Tugs 


VITREOSIL as 3 os —— 
FOR bf7E / 


PIPES, POTS, TANKS, 
IMMERSION HEATERS, Etc. 
All absolutely inert to all 
acids except hydrofluoric 





We also manufacture an extensive range of Vitreosil Laboratory Ware. 


THE THERMAL SYNDICATE LTD. 
P.O. Box No.6, WALLSEND, NORTHUMBERLAND MODERN WHEEL DRIVE LTD. 


A ited wit 
Velephone : Wallsend 62-3242/3 OIL-OPERATED GEARS & TRANSMISSIONS LTD. 
LONDON: 9, BERKELEY STREET, W.1 Technical Office: LINDO LODGE, CHESHAM, BUCKS 


Telephone : Hyde Park 1711/2 Works: SLOUGH, BUCKS —Telegra 


RCH 


Teleph CHESHAM 8406 8 
OILOPRATED, CHESHAM 














Overhead Electric 
Travelling Cranes by 








E.O.T. Cranes up to 50 tons $.W.L. and | 10ft. span Bo eea — and fs oist 


Electric Hoists up to 15 tons S.W.L. 
Jib Cranes, Goliath Cranes, Compa ny Limited 
Winches, Telphers & Runways Lodge Causeway, Fishponds, 


Bristol. Telephone: 65-3237 8 Bristo} 
Full Catalogue sent on Request 
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JAMESON 


TUBE PLATE DRILLING MACHINES 


\ 
— | 




















#%& CAPACITY TO SUIT ANY SIZE OF PLATE. 
% MULTI-SPINDLE DETACHABLE HEADS. 
| % CENTRES ARRANGED TO SUIT THE HOLE 
| PATTERN. 
| % SPEED AND FEED CHANGES BY LEVERS. 
| # NO PICK-OFF GEARS. 
% HIGH REAMING FEED RATES. 
# ROLLER SLIDES. 
% RECIRCULATING BALL THREAD LEAD 
SCREWS. 
| | ge ~ACCURATE PUNCHED TAPE CONTROLLED 
| POSITIONING EQUIPMENT. HAND AND 
| AUTOMATIC SETTING. 
* 





SPECIAL MACHINE TOOLS 
/ designed and made to meet individual requirements up to 
/ 150 tons 
TRAVELLING COLUMN MILLING AND BORING 
MACHINES FINE BORING MACHINES. 


( LATHES, MILLS, GRINDERS, BORERS, 

SPECIAL } PLANERS, PLANO-MILLS, BROACHING 
) MACHINES, DRILLING MACHINES 
| AND UNIT HEADS 


L. JAMESON LTD 


J. 
ENGINEERS 

HEAD OFFICE: WEST STREET WORKS 
EWELL SURREY 
Telephone: EWELL 4747 





28,2 
CONDENSER | 
BOILER 


sc PLATES 


AUTOMATICALLY DRILLED BY PROGRAMMED CONTROL | sored 








PLEASE SEND DRAWINGS OF YOUR PLATES TO US 




















Diese! Mechanical 
Wheel arrangement 0-6-0 

Dorman 6QA diesel engine 208 H.P. at 1,300 r.p.m. 
Weight 33.5 tons 


Starting Tractive Effort 17,860 Ibs, 


Right on the rails with 


BAGNALL 


Bagnall are always on the rails right from the design 






stage — when it comes to locomotives: mostly diesel. 
They plan them, design them, build them, and power 
them with any first class diesel engine — Dorman, for 
example. And they’re the best, here and throughout 


the world. 


W. G. BAGNALL Ltd., Stafford, England. 


Telephone: Stafford 321/2 Grams & Cables: Bagnall Stafford, England. 
London Office: | Hay Hill, W.1. 


Diesel Hydraulic 








Wheel arrangement 


Dorman 6QAT 


diesel 


0-6-c 
engine 342 H.-P. at 


Weight 48 tons 





Starting Tractive Effort 32,30 


Ibs 


1800 © 


F 


m 
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WL fom WEAVER.... t USER 


) “ve ' WOVEN WIRE CLOTH 


ror A IOOI pbirrerent uses 
IN ALL MESHES, GAUGES ano METALS 


from STEEL to SILVER 
TIN to TITANIUM 
and PHOSPHOR BRONZE to PLATINUM 


Any specification woven to your 
particular requirements. 








'/ SANKEY. GREEN 


WIRE WEAVING CO. LTD. 
WARRINGTON, ENGLAND 
EST 1922 





PRECISION 
ANALOGUE 
COMPUTERS 
—- 


COMPUTER 
COMPONENTS 





























Typical examples of 
Code CBD Output 100V into 10.000 } ode CBDX Output 100V into 10,000 OF 
Gain 50,000 Gain 37,000,000 
Drift less than |2mV Sec Drift less than 100pV Sec 
Price £19 Price £29 
AMPLIFIERS 
; Output !00V into 1,500 ohms Code CBE Output 100V into 1,500 ohms 
Gain 50,000 Gain 50,000 


Drift less than |12mV § Drift less than |00yV/Sec 
Price £21 Price £3) 


Code 1G Gives |0-segment linear approximation. Once only setting of controls is necessar 
FUNCTION ion aliens accuracy - ots 100 Volt mast ve 100 Volt output into 15,000 Ohms. Self-containe< 
GENERATORS » ie , , supplis "PRI CE £312 


strama Cote SVR A ae tS ee SE a ee PRICE £184 
POWER Code PYR.B aes f: SES OO Se ee ae ee T PRICE £190 
SUPPLIES Code PVR. C Oucpr 300 volts, 1.0 Amp, for amplifier H. 7 PRICE £257 
Code PVR. E£ U D volts, 0.25 Amp, reference supply PRICE £177 


GENERAL PRECISION SYSTEMS L” 


Tel: Aylesbury 4611/7 BICESTER ROAD AYLESBURY BUCKINGHAMSHIRE ENGLAND 
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VICKER Hydraulic Pumps 


selected by GATERPILLAR 





+ 


CATERPILLAR D8 CRAWLER TRACTORS ARE FITTED WITH 
VICKERS SERIES 55 HIGH PERFORMANCE VANE TYPE PUMPS 


To maintain their claim to be “the world’s 
greatest name in earthmoving”, Caterpillar 
Tractor Co. Ltd. are always seeking to improve 
the quality and performance of their equip- 
ment. 

The choice of Vickers Series 55 High 
Performance Vane Type Hydraulic Pumps for 
their Glasgow-built D8 crawler tractors is a 
further example of their unremitting search for 
top-quality components. 

Stein Atkinson Vickers—the British manu- 
facturers of the world-famous Vi¢cKERS 
Hydraulic Equipment —are justifiably proud of 
the high tribute Caterpillar have paid to the 
efficiency and reliability of VICcKERS 
Hydraulic Pumps. 





The V ICKERS range of High Performance Vane Pumps 


The advanced design of VIC KERS High 
Performance Vane Pumps, extends their 
operating range and makes _ possible 
MORE POWER in LESS SPACE and 
REDUCED COST per horsepower, 
permitting the designer of mobile ma- 
chinery to expand the work output of the 
machine. High overall efficiency releases 
more usable horsepower from the engine. 
In addition, the no-load “easy cold- 
weather starting” feature of VICKERS 
pumps greatly facilitates a first-time start 
under difficult conditions. 


Complete overhaulin minutes. Without removing the pump from the machine, 
VickEeERS High Performance Vane Pumps can be overhauled by simply inserting 
a new pumping cartridge. The whole operation can be completed in a matter of minutes. 


STEIN ATKINSON VICKERS....FOR RELIABLE HYDRAULICS 


STEIN ATKINSON VICKERS HYDRAULICS LIMITED 
197 Knigntsbridge, London, $.W.7. Telephone: KNIghtsbridge 9641 


Technical Sales and Service at London, Birmingham, Glasgow, Leeds and Manchester. 
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DREDGING PLANT 


TO THE LARGEST DIMENSIONS AND 
CAPABILITIES 


PATENT CUTTER SUCTION DREDGERS, PATENT DIPPER 
DREDGERS, BUCKET HOPPER DREDGERS, SUCTION 
HOPPER DREDGERS, HOPPER BARGES, PIPE LINES 

FLOATING CRANES, etc. 





— ee a 








NEW BUCKETS, LINKS, PINS, GEARING, etc., 
supplied for existing Dredgers. 


— FLEMING & FERGUSON, Ltd. 














TWIN SCREW SUCTION HOPPER DREDGER “MANDOVI”" SHIPBUILDERS & ENGINEERS, PAISLEY, SCOTLAND. 
constructed for the ‘Phone: Paisley 412! Teleg. Address: ** Phanix”™ 
WEST OF INDIA PORTUGUESE GUARANTEED RAILWAY CO. LTD London Agents : Messrs. Nye & Marks, Ltd., Cape! House, 62, New Broad 
Dimensions : 175 ft. x 32 ft. x 13 ft.6 ins. moulded Street, London, 6.C.2 
Hopper capacity : 500 tons Speed Loaded : 9 knots. Telephone: LONDON Wat 4846 


AMaHanaMaatahahahaaatahchasatahahahchehahaahchahaatahahstatataatatctatahatatatahahahatatatahahche ta ahchatatehahihatatatchahaMaManahchcheheMaMahchahaMoMaMaMananMaMaMahara’ 







T.V. Belts 
help a whiter 
wash Dad?” 

















\ 
















Somehow, our little friend 








has discovered that washing 






n over 40 great industries 
it is first-class equipment atthe 
right price! 


— products continually in the limelight. Let T.V. 


manenes velg en a PERFORATED 
he Servis Supertwin, combining 

¢ T.V. Belts (Turners V-Belts) “deep-cleanse’ washing and METALS FOR 
“soak-rinse™” spin-drying uses 
for power transmission. You will find T.V. Belts, INDUSTRY 
; T.V. Belts in many well-known household 
4 J. & F, Poo! Perforated Metais 
; appliances from refrigerators to washing machines are today giving splendid serv.ce 
a 


Belts help to put your products in the 
picture too! 


TURNERS v-seELTs* 


“Rayon or ‘‘Terylene’’ Corded 


‘Pool » 


JS& F POOL LT)D 





THE MARK OF BETTER BELTING 


HAYLE. CORNY 


crm! welr 





TURNER BROTHERS ASBESTOS CO LTD ROCHDALE ENGLAND 


A MEMBER OF THE TURNER & NEWALL ORGANISATION 


& TA 
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INSULATION BY 


Newalls 


Throughout the years Newalls 
have built an enviable 
reputation in the insulation 

of conventional power stations. 
This specialised experience is 
now being drawn upon on 

an ever growing scale in 
solving the complex problems 
of Nuclear Power Development. 
Recent contracts in this 

field reflecting Newalls 
supremacy are given below. 





Many Power Transmission 


problems can be solved by using 





















a suitable Wiseman Reduction 

Gear Unit. Such an example is 

the type of Unit required to drive SS Seu ; 
Fans at the top of Power Station oe ae fs - EERE 

Cooling Towers. The answer is to oe 

use the Wiseman Vertical Type 
FYWR Worm Reduction Gear Unit 
which has been specially designed 
to give positive lubrication to all 

bearings. 


This is the sort of difficult job where 
Wiseman Engineers can help with the 








choice of Unit and suggest the best 
means of installation. 





Write now for booklet No. 103 for full 
range of units 





HINKLEY .C.£.G.8. NUCLEAR POWER STATION 


At Hinkley Point, Newalls have been entrusted with the insulation 
of the reactors, steam raising units, gas ducting, integral piping, 
etc.. under contract to Babcock and Wilcox Ltd 


CHAPELCROSS U.K.A.E.A. NUCLEAR POWER STATION 


Under contract to Babcock and Wilcox Ltd., Newalls have carried 
out the insulation of the 16 steam raising units and integral piping 
The insulation of turbines, blowers, associated auxiliary equipment 
and piping has been carried out under contract to C. A. Parsons 
and Co. Ltd. 


BRADWELL C.E.c.8. NUCLEAR POWER STATION 


At Bradwell-on-Sea a further large contract for the therma) 


insulation of turbines, associated auxiliary equipment and piping 
(main and auxiliary turbine plants) has also been placed by C. A. 
Parsons and Co. Ltd with Newalls. 


NEWALLS INSULATION COMPANY LIMITED 


Head Office: WASHINGTON, Co. DURHAM 
A member of the TURNER & NEWALL ORGANISATION 


Offices and Depots at: LONDON * GLASGOW - MANCHESTER NEWCASTLE 
UPON TYNE BIRMINGHAM ~ BELFAST - DUBLIN: BRISTOL & CARDIFF 


London Office: Carlisle House, 8 Southampton Row, London, W.C.1. Agents and Vendors in most markets abroad 


eres cI 





ALFRED WISEMAN & COMPANY LIMITED 
Glover Street, Birmingham 9. 


74 BCDS 








i 
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THOMAS BROADBENT & SONS LTD. 
CENTRAL IRONWORKS HUDDERSFIELD 
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OVERDRIVEN 


PLOUGEUING 
CENTRIFUGALS 


Overdriven Type 27/28 Broadbent 
Centrifugals are successfully operating 
ona large number of chemical process 
applications, dealing with freely 
filtering products. 

They combine the advantages of large 
capacity in proportion to diameter of 
basket, with rapid labour saving 
bottom discharge. 


Write for list 27[28 aoe =e 


ref J8 


ROE DEENsa 


at 


“Phone 5520-5 











19 August 1960 ENGINEERING 


An Exh ibition in itself... 


g i} mY » 
























Py | 


one of WARDS 


MACHINERY SHOWROOMS 
AT SHEFFIELD 


Others at: SILVERTOWN (LONDON) * GLASGOW . BRITON FERRY 


VISITORS ARE ALWAYS WELCOME AND 
REMEMBER—WARDS MIGHT HAVE IT! 


ALBION WORKS -: SHEFFIELD 
‘PHONE 2631! (22 lines). | ‘GRAMS ‘FORWARD SHEFFIELD” 
THOS. WW. WARD LTD LONDON OFFICE: BRETTENHAM HOUSE 
LANCASTER PL. STRAND W.C.2, PHONE TEM 1515 


G.66. 











ENGINEERING 


‘Engineering ’ 
Reprint 


Supply 
Service: 


Single copies of these articles 
reprinted from * Engineering * are 
available from the publisher 

36 Bedford Street, London 

WC2 free of charge: 


Full Load Efficiency Testing of 

Turbine Gear Units (courtesy of 
The David Brown Corporation 
(Sales) Limited). 


Road Improvements: Choosing 
Priorities by a New Formula, by 


Dr. G. Charlesworth, D. J. Reynolds, 


B.Sc.(Econ.), and J. G. Wardrop, 
B.A., Road Research Laboratory, 
DSIR. (Read at the British 
Association Meeting in September, 
1959, under the title “‘ Road 
Traffic Economics ”’). 


Heat Flow Research— Analysis of 
Brake Drum Temperature in 
Racing Cars, by T. P. Newcomb, 


M.Sc., A.Inst.P., Research Division, 


Ferodo Limited. 


Promising Future of Vertical 
Take-Off, by H. G. Conway. 
M.A., M.I.Mech.E., F.R.Ae.S., 
Director and Chief Engineer, 

Short Brothers & Harland Limited. 
(Read at the British Association 
Meeting in September, 1959, 

under the title ** VTOL—An 
Aeronautical Challenge *’) 


Hydrostatic Drives. An 
interview with Mr. E. H. Bowers, 
Director and Chief Engineer of 
Dowty Hydraulic Units 


Limited 


Performance of Jenbach Two- 
Stroke Oil Engines, by Professor 
S. J. Davies, D.Sc.(Eng.), 
Ph.D., M.1.Mech.E. 


Reinforcement of Branch Pieces, 
By Dr. J. S. Blair, D.Sc., 
M.1.Mech.E., Mem.A.S.M.E. 
(Assistant Director Research, 
Stewarts & Lloyds Ltd.). 


Hydrostatic Tractor Drive Easy to 
Handle—the Lucas System 
Described (courtesy Chamberlain 
Industries Limited). 
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Designers and Builders of 
Steam, Diesel and Diesel-eleetrie 
and Battery Locomotives for 

all purposes. Flame Proof 
Diese! and Battery Locos 





for underground working. 


HUDSWELL, CLARKE 
& COMPANY LIMITED 
Railway Foundry, Leeds, 10 


LONDON OFFICE: 
14 Howick Place 
Victoria Street, $.W.1 


Te.ermons: Victoria 6786 


CLATONRITE 


STIKASTRIP 


TRADITIONALLY 


AND 


13 


NORRIS BROS. LTD, 


0) 3 1c), MeO) ae ViGinic 
and DEVELOPMENT in 


TECHNICAL 
INVESTIGATIONS 
& REPORTS, 
STRESS ANALYSIS, 
MODEL MAKING 


The conception, design and development 
of CAMPBELL’S “BLUEBIRD” was 
& special project undertaken by us. 


53 VICTORIA STREET S.W.1 
— TEL. ABBEY 6132 





THE BEST 


rstrip being the original manufacture of 


ed in this country, has outstanding 

time has 
ifacturet Only ich experience can find 
problems of deciding upon the most 
correctly to 
pplication ind \ positive water eal 
erstrip has the added advantage of being 


, 1 , , 
orma hiiierstrip or our Claylasts 


embellish 


{ 


ip, manufactured in 
PVC as well as natural rubber cured in 
which mav be reactivated at 


clean working conditions 


| HOWARD CLAYTON-WRIGHT LTD 


RUBBER 


PLASTICS ENGINEERS 


WELLESBOURNE WARWICK ENGLAND 


TELEPHONE: WELLESBOURNE 316 
TELEGRAMS: CLATONRITE WELLESBOURNE 
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BERKELEY 
(A.E.1. — John Thompson Nuclear Energy Co 


BRADWELL 
The Nuclear Power Plant Company Ltd.) 


HUNTERSTON (G.E.C, — Simon-Carves Group) 


HINKLEY POINT 
English Electric, Babcock & Wilcox, Taylor 
Woodrow Atomic Power Group 


TRAWSFYNYDD (Atomic Power Constructions 


4n impression by Sir Basil Spence, Con 


he landscape of Snowdor 


Vokes Genspring constant support hangers—capable of supporting loads up to 


, 


97,800 lb. and travels up to 12”—have been specified by all five members of the 
Nuclear Consortia for each of the first five Nuclear Power Stations. Gensprings 
have already been installed at Calder Hall A & B and Chapel Cross A & B 
where their success in handling the movement of piping caused by temperature 
changes 1s rapidly making them an automatic choice for pipework support in 
the construction of Nuclear Power Stations. 





Vokes Genspring SUSPENSION SYSTEMS 


VOKES GENSPRING LIMITED ° GUILDFORD 


Telephone: Guildford 62861 (6 lines) Telex: 8-535 Vokesacess, Guildford 
A member of the VOKES Group 


: SURREY 


Telegrams & Cables: Vokesacess. Guildford, Telex 


VG4% 
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/- PULLEYS 
FOR THE JOB 






DOUGLAS, LAWSON PULLEYS 








RELIABILITY 
& LONG LIFE 


in any diameter from 8” up. Strong rigid 
design, substantial machined boss and acc- 
urately formed rims ensure minimum wear 
on belts - and smoother, stronger drive. 


THE GENUINE DOUGLAS, LAWSON 
“STANCHION” PULLEY 










SUITABILITY 
FOR THE JOB 





To withstand abnormally heavy strain and 
vibration, the arms are flanged and secured 
to rims by separate steel rivets. Extremely 
robust design 


DESTRON SPLIT PULLEYS 


Available in 28 pulley sizes and any bush size, 





TROUBLE-FREE 
SERVICE 


these Patent Steel Split Pulleys can be fitted 
to shafts of different diameter by simply 
changing the bush 


also STEEL ROAD WHEELS 


Available in various sizes and ideal for all 
portable plant and farm machinery, these 
wheels will stand very hard usage 





DOUGLAS, LAWSON:.C0.L° 
BIRSTALL -LEEDS 


" Birstall, Leeds 








DEDICATED 


to your PS 


SERVICE J 
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Si 








; j 7 J j 
p) blem Presented 1 1 problem Wved—when 


pla i fore this ereantsation of techni il 





pecaalists in metal Cdeanine and trippin SAL 


si" , , , i j ’ ; »f / ; 
rice W HANNON -Wid ks vepresentahn tbl. lo advise 
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SUNBEAM 
ANTI-CORROSIVES 
LIMITED 


CENTRAL WORKS + CENTRAL AVENU!I 
WEST MOLESEY + SURREY 
I elepbone: Molesey 4484 (5 lines) 

Telegrams: Sunanticor, East Molesey 

Manufacturers of 
STRIPALENE * FERROCLENE * ALOCLENE *« FERROMEDE «+ BRAZOCLENE 
Trade Marks 
APPROVED BY ADMIRALTY, WAR OFFICE AND AIR MINISTRY 
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An 1859 achievement 
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and still 
leading in 1960 


With a background of 100 years in steel foundry 
practice, English Steel Castings Corporation Ltd., 
produces a wider variety of steel castings than any 
other steel foundry in the world (from a few pounds 
to 185 tons individual weight) and operates the 


most comprehensive plant in Europe. 








Pouring 142 ton Stee Casting 
using three ladles simultaneousl\ 
in 1959 


ENGLISH STEEL CASTINGS CORPORATION LTD 
River Don Works, Sheffield 


A WHOLLY-OWNED SUBSIDIARY OF ENGLISH STEEL CORPORATION LTD 
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MEN WHO MAKE STEEL use 
‘‘BROOMWADE”’ Air Compressors & Pneumatic Tools 


Steel and yet more steel is the insatiable 
demand of industry. 


In Britain's Steelworks and in Steelworks 
throughout the world, compressed air is being 
increasingly used. Modern compressed air 
equipment is a safe source of power. Safety 


One of a number of **BROOMWADE 
TS2X Air Compressors, delivering 1,000 
each, installed at Appleby-Frodinghan 


and Reliability are essential factors in the 
production of steel and the increasing demand 
for ‘ BROOMWADE" Pneumatic Equipment 
is indicative of its Efficiency and Reliability. 
In the well-known Appleby-Frodingham steel- 
works, ‘‘BROOMWADE" Air Compressors 
are playing an important part. 


“BROOMWADE 


AIR COMPRESSORS & PNEUMATIC TOOLS: YOUR BEST INVESTMENT 


BROOM & WADE LIMITED, P.O. BOX NO. 7, HIGH WYCOMBE, BUCKS. TELEPHONE: HIGH WYCOMBE 1630 (10 LINES). 





TELEX: 83-127 
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turning out 


the big stuff is nothing new for Crofts. They’ve been doing it for years. 
Really big stuff, too. Spur and helical gears up to 18$in. diameter, 
37in. face width, sin. CP—that’s the way Crofts talk. 
Here’s a spur in Crofts fitting shop being turned into a powertul help 
to somebody, and it could be you. When it comes to big stuff (casting, 
machining and cutting), call Crofts—they’ve been doing it tor years 

i] 
= o 
aed # 


a 
ustomer’s blanks can be cut and gears manufactured to special order, 

but remember Crofts STOCK RANGE includes Spur and Mitre Gear Drive 
up to 70 h.p. and Bevel Gears up to 44 h.p. We also produce Internal Gears, 
Racks and Pinions, Worms and Wheels, Spiral Bevels and Spiral Mutres 

And Crofts can handle Steel Castings up to 8 tons! 

Publication 15§9L tells the whole story—your copy’s waiting. 


CROFTS (ENGINEERS) LIMITED 


POWER TRANSMISSION ENGINEERS 
THORNBURY BRADFORD 3 YORKSHIRE Telephone : 6525! (20 lines) 

Telegrams : ‘*Crofters Bradford Telex” Telex 51186 
BRANCHES {AT : Belfast, Birmingham, Bristol, Cardiff, Dublin, Glasgow 
Ipswich, Leeds, Liverpool, London, Manchester, Newcastle, Northampton 
Nottingham, Sheffield, Stoke-on-Trent 


Afr 4 Ww i_wide Representat 
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NOW-a 357 MW 
Super-critical boiler unit 


Operating Pressure 
5 


3,650 p.s.i.g. 


a 
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Final steam pressure: yryuupuytiysity 
Z Z 3% Z 
- . Z , Zz EE 
3,650 p.s.i.g. Z y Z SUPERHEATER 
3 I # Z 3 Z 
g 44 4 _ IONE 
Z @ g , Z 
: Qertessshey bers th 
Final steam temperature: Z 


SIMSSSELS SL 
, 


. 


i Sh, 


NN 





< 
<* TRANSITION | 


ZONE 








IAS 
POON 
Fem 


Se 





I ANNNY 





Re-heat steam temperature: 


1,055 F 





WATER 
ZONE 





WATER = 





INTERNATIONAL COMBUSTION—SULZER MONOTUBE STEAM GENERATOR 


This unit has been selected by the Central Electricity Generating Board for 
installation at Drakelow ‘C’ Power Station. The design is based on extensive 
research and development to meet the stringent operating conditions with 
maximum reliability and efficiency. International Combustion Limited and 
Sulzer Bros. are proud to be associated with this further stage in the Central 
Electricity Generating Boards’ development programme, involving boiler 
units to operate above the ‘critical’ pressure of 3,206 p.s.i.a. 







INTERNATIONAL COMBUSTION LIMITED 


NINETEEN WOBURN PLACE. LONDON. W.C.1. TELEPHONE: TERMINUS 2833 
WORKS, DERBY A) 


Member of Atomic Power Construction Limited. One of the British Nuclear Energy Groups. q; 
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Gas from Oil: For the South Eastern Gas Board’s high pressure Oil 














G. A. HARVEY & CO. 


(LONDON) LTD. 


Gasification installation, now being built by Woodall-Duckham Construction 
Co. Ltd., Harveys have made and delivered to the Isle of Grain two Absorber 
columns. Each column is 120 ft. long by 9 ft. 4 ins. overall diameter, and weighs 
approximately 100 tons. The columns are Class 1 welded throughout, for 
operation at 300 p.s.i., and are for the high pressure CO, removal plant. 





Harvey Facilities and Products: CLASS I WELDED PRESSURE VESSELS TO LLOYD’S AND 
A.S.M.E. CODES -: HEAT TREATMENT AND RADIOGRAPHY - DIE-PRESSED AND ‘ROTAR- 


WOOLWICH ROAD, LONDON, S.E.7 PREST HEADS UP TO I5§ FT. DIA.—LARGER SIZES TO SPECIFICATION - FABRICATIONS 


GREenwich 3232 (22 lines) 





UP TO 120 TONS IN ONE PIECE - STEEL PLATE AND SHEET METALWORK ~ HEAVY 


MACHINING AND FITTING - PERFORATED METALS - WOVEN WIRE HE/13 


perp n hanna 


in a fae ‘i. . 
\ \ ' 
WODDALY | DUCHHAM LONSTRICTION () Ze. «5 


ANTuU farceee Par me 
VUTH EASTERN GAS SUARD. ISLE 
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Two GOO MW sets 
for Lakeview, Ontario 





From an original drawing supplied by the Hydro Electric Power Commission of Ontario 


THIS artist’s impression shows the Lakeview Generating 
Station now being built beside Lake Ontario. With its planned 
capacity of 1,800 MW, it will be one of the world’s largest 
thermal-electric plants. Two 300 MW turbine-generators 
have been ordered from AEI and the first will be installed in 
1963. These generating sets, like all AEI equipment, will 
incorporate advanced design based on long experience. 


The AEI turbo-generators for Lakeview will 
have hydrogen-cooled rotors, and the system of 
water cooling of stator windings first developed by 
AEI engineers. The four-cylinder  single-axis 
turbines will operate at steam inlet conditions of 
2,350 psig and 1,000°F, with reheat steam at 
1,000°F. 


For further details, write to AEI Turbine-Generator 
Division, Trafford Park, Manchester 17, or to your local AEI Office 


AEH Mf ; Turbine-Generator Division 


MANCHESTER I7 & RUGBY, ENGLAND - GLASGOW, SCOTLAND - LARNE, NORTHERN IRELAND 


Associated Electrical Industries Limited 


B/A 003 











The illustration shows that part of a MORRIS foundry sand and mechanization 
plant which re-conditions knocked-out sand. At 1, sand coming from the knock-out 
via an apron plate and belt conveyor passes beneath a magnetic separator (to 
remove tramp iron) and falls into the boot of a belt-bucket elevator, 2, discharging 
into screen 3 onto belt conveyor 4 which in turn discharges into sixty-ton storage 
hopper 5. The flat belt conveyor, 6, under the hopper, pours sand into the skip 
which feeds the mulling machine (known as the Specdmullor). This machine 7, 
providing a rapid mulling cycle with close batch control, discharges the sand into 
belt-bucket elevator 8. From thence. the sand proceeds via belt conveyors 9 and 10 
to the moulders. The overhead chain conveyor II serves the core shop with sand 
and also takes the cores to the stoves and to the moulders. 
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FOR COMPLETE HANDLING SCHEME 
FOR ALL INDUSTRIES 





HERBERT MORRIS LTD P.O. BOX 7 LOUGHBOROUGH ENGLAND 


TELEPHONE LOUGHBOROUGH 3123 
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PAN O28 a a @ Ol 8 ered 
PROPANE? 


Does your type of production call for propane? acetylene? 
or both? British Oxygen Gases give will you an unbiased 
answer. Because British Oxygen supply gases for all pur- 
poses, they can help you from experience to choose the 
most efficient, most economical gas for your particular 











ANWAO Ul 


production needs. Only British Oxygen Gases have this 
breadth of experience and only British Oxygen Gases can 
offer you such a complete delivery service of industrial 
gases—in cylinders, or in bulk from their nation-wide tanker 
fleet—and lend you storage tanks as well if you need them. 


BRITISH OXYGEN GASES LIMITED 


27 CT. JAMES'S PLACE - LONDON - S.W.1 


a 0 company 
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Derrick Crane Design 


JOHN M HENDERSON & CO LTD 
KING'S WORKS ABERDEEN SCOTLAND 
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AND MAKING SWITCHGEAR 


You, as an engineer, know that there 
can be no sharp dividing line between 
designing and building. A good design 
incorporates experience gained in 
making, testing and installing similar 
equipment in the past. And, of course, 
it is also shaped by the experience of 
all sorts of people using the earlier 
designs under a variety of conditions 
that could not be simulated in any test 
laboratory. 

To a long-established company such 
as Crompton Parkinson this process 
of feedback of information to the de- 
signer is fundamental. It is the guiding 
factor in those details that defy speci- 
fication but which, in aggregate, have 
so profound an effect on reliability and 
performance. 
Forexample,thecomprehensiveranges 
of Crompton Parkinson oil and air- 
break switchgear have been built up as 
the direct result of 60 years’ experience 
in this field, backed by extensive de- 
velopment work in up-to-date research 
laboratories and an ASTA-approved 
testing station. 

Testing of all types of switchgear is 
carried out under conditions far more 
severe than any likely to be encoun- 
tered in service and during production, 
the performance of every unitis checked 
at all stages, up to complete assembly. 
This ensures the high standard of 
reliability and thermal and mechanical 
safety that is demanded of a ‘balanced’ 
switchgear design. 





S&S (rompton Parkinson 








Member of 
& ATOMIC POWER CONSTRUCTIONS LTD., 


One of the Five British Nuclear Energy Groups 


Makers of Electric Motors of all kinds, A.C. and 
D.C. Generators, Switchgear, B.E.T. Trans- 
formers, Cables, Instruments, Lamps, Lighting 
Equipment, Batteries, Stud Welding Equyp 
ment, Traction Equipment, Ceiling Fans. 


CROMPTON HOUSE, ALDWYCH, LONDON, W.C.2 
D 
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... that for reliable 
operation and fast 
and efficient handling, there's 
nothing to equal HENDERSON. 
The NEW Henderson Derrick Cranes 
feature unit construction, 
enclosed gears, ball and roller bearings. 
Erection and dismantling is faster, 
control easier, vision better, 
running smoother, maintenance lower 
—items which add up to reduced operating costs! 























Henderson 


again leads the field in 
Derrick Crane Design 







JOHN M HENDERSON & CO LTD 
KING’S WORKS ABERDEEN SCOTLAND 
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AND MAKING SWITCHGEAR 
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Forexample.thecomprehens 
of Crompton Parkinson 
gear have been | 
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Member of 
ATOMIC POWER CONSTRUCTIONS LTD., 
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CROMPTON HOUSE, ALDWYCH, LONDON 











A SPRAY POND IS THE MOST ECONOMICAL 
MEANS OF COOLING WATER 


' LOW INSTALLATION COST LOW PUMPING COST 
: NO MAINTENANCE 


to 


Write for details:— 


LEDWARD & BECKETT Lr 


PARLIAMENT MANSIONS, 
‘ ABBEY ORCHARD ST., 
f LONDON, S.W.|! 
Phone: ABBey 5429 
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Just 
give 

us 

the 
word... 


For over 50 years we 
have specialised in the 
production of Deep 
Drawn Metal Pressings 


in all metals and finishes 





and we'll design and produce to your requirements 


CD « 


WRIGHT, BINDLEY & GELL LTD, 


WE 
INVITE 
YOUR 
ENQUIRIES 





PERCY ROAD, GREET, BIRMINGHAM, II. Telephone : SPRingfield 4491 (P.B.X.) 
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© Sample 
Tube of 


MOLYKOTEG 
LUBRICANT 


Industry’s 


NEWEST 
Production 


TOOL 


@ ALMOST 100% SAFETY AGAINST GALLING 
AND SEIZING WITH ALL BEARING METAL 
COMBINATIONS 





lt SERS TS lt 


@ ELIMINATES STICK-SLIP, METAL PICK-UP 
AND DISTORTION IN PRESS FITTING 


COC 220 
ap Ot. 


@ REDUCES WEAR-IN TIME AND DAMAGE IN 
NEW OR REBUILT MACHINERY 


@ THE HIGHER THE LOADS, THE GREATER THE 
MARGIN OF SUPERIORITY OF MOLYKOTE G 





HIGHLY RECOMMENDED FOR: 


* Threaded Connections °e Chucks & Collets * Rod End Bearings 
* Press Fitting * Packings * Cams 
* Splines * Drilis, Taps & Dies * Dies & Punches 
* Highly-Loaded Gears * Universal Joints * Guide Posts 
Write for your free sample of MOLYKOTE G LUBRICANT 


today. We w also send y 


ur new Bullet 


126 which gives complete deta 


‘ emstiretnen 
A FS 


Please send me a free sample of your MOLYKOTE G 


Lubricant 


NAME 
TITLE 
COMPANY 


X.°K’ ED. 25, VICTORIA ST. LONDON 5S Ww 














ADDRESS 
CITY 








| 
| 
| 
| 
| 
| 
| 
| 
| 
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25, Victoria St., London S.W. 1 
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Derrick Cranes for heavy duties, up to 45 tons or more, have 
long been a special feature of our production. 


The illustrati h 25 t Butt 
oe SIMPLICITY eric ii compe with etre 
have the advantages of ROBUSTNESS magnet for balling purposes at Guest Keen 
\ , 


Iron & Steel Co. Ltd., at Dowlais. 


~~ EAS Y MAIN TENAN CE It is a 3 motor crane, hoisting, slueing and 


derricking each having an independent 


LOW OPERATING COSTS] wovcitre wre conrad 
_____& LONG LIFE RELIABILITY oe ee fe Sees ee os oe 





BUTTERS BROS. & CO. LTD., 
Maclellan Street, Glasgow, S.| 


LONDON : THE TRANE WORKS, LONG LANE, HILLINGDON, MIDDLESEX, AND AT BIRMINGHAM & NEWCASTLE 


D2 
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reenings 
N. GREENING AND = 


BRITANNIA WORKS 
WARRINGTON - 
P.O. BOX 22 


ENGLAND 
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** Understanding 


For a 
long 
service 
life 
without 
trouble 


HEAVY WOVEN WIRE 
PERFORATED METALS 
FINE WOVEN WIRE 
WEDGE WIRE 
CONVEYOR BELTS 


the Behaviour 


of People 


at Work ”’ 


Introductory Notes for Engineers 
and Executives, by 

Z.M.T. Tarkowski: 

The case of the bad mixer 
Criticism and plain speaking 
Stress in human relations. 

Three human reactions 
aggression, submission or escape. 
Anxiety and escape 
Authoritarian barriers to 
communication. 

Reprinted from ““ ENGINEERING ” 
4s. post free from: 


ENGINEERING, 36 BEDFORD STREET 


LONDON, W.C.2 Tel TEMple Bar 3663 


ESTABLISHED 
1799 


Telephone 








WARRINGTON 3240! 
Telegrams 
GREENINGS, WARRINGTON 
Telex No. 62195 
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materials 


baseboard, it can be 


Unmotorised model 
BBS UM £14.5.0 


Supplied with 14 t.p.i. 
general-purpose blade and 
225/250 v. motor unless 
otherwise specified. 
! models 
immediately available 
Write for 
fully-illustrated folder 

S- 4 


BURGESS PRODUCTS COMPANY LIMITED 
Small Tools Division, SAPCOTE, LEICS. 


bes 





The versatile low-cost power saw specially designed for light industrial and 
home workshop use. Though light enough to be carried anywhere, 
it is powerful and robust enough to cut—accurately and fast—most 

plastics 

hard and foam rubber, etc. Mounted on a substantial non-skid 


up to 3 inches thick—wood, hardboard, metais 


mmediately put to work wherever there is a power 
supply. Simply plug in and saw. Cuts can be made to the centre of 
24in wide material 

Single-speed model BBS3 (as illustrated) €20.15.0 
2-speed model BBSS (for cutting tool stee| and 
similar tough metals £29.10.0 
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NITRIDE 








ar 


STEEL 


The Nitriding Process for Case-Hardening 
Special Steels by Nitrogen Offers 


co Surface hardness up to 
1100 D.P.H. 


Retention of full hardness 
after heating to 500 C. 


€ Maximum 


frictional wear and fatigue. 


Improved resistance to resistance to 
corrosion by water and 


steam. 


Particulars from :— 
NITRALLOY LIMITED: ATLAS WORKS: SHEFFIELD, 4. 
Telephone: Sheffield 26646. 





Telegrams: “‘Nitralloy, Sheffield.”’ 
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HEAD WRIGHTSON - BELCO 
WATER TREATMENT PLANT 


filters 


clarators 


boiler feed water equipment 


Water softeners 


swimming pool 
purification equipment 


ae 

Mages 

oe 

7 

te 
anil 


The combined experi- 

ence of Head Wrightson 

and the Belco Industrial 
Equipment Division Inc. of 

the U.S.A. is now at the service 
of Industry for the design and 
supply of a complete range of 


Water Treatment Plant. 


HEAD WRIGHTSON PROCESSES LTD 


LONDON & SALES OFFICE: 20/24 OLD ST - LONDON E.C.! HEAD OFFICE: THE FRIARAGE - YARM - YORKS 
OFFICES AT P.O. BOX 1595 SYDNEY: P.O. BOX 1034 JOHANNESBURG ~- P.O. BOX 2608 CALCUTTA 


, ep e 
- | Ve: Se +4 ‘ ’ 
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4 . Sloane . ee vm y x 





19 August 1960 ENGINEERING 


A Spiral Casing designed by Boving & Co. Ltd. for the 
Central Electricity Generating Board’s Hydro-electric 
Power Station at Cwm Rheidol, Wales. 


Peter Brotherhood Ltd. have the capacity, backed 
by skill and experience, to build prototypes, 

pilot plant and full scale production machines 
for new projects or enterprises. 





PETER BROTHERHOOD LTD 


PETERBOROUGH ENGLAND 


Compressor and power plant specialists for nearly a century 
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Leave your compressor rotor 
manufacturing problems... 
Am 





safely 
in Holroyd = 
vale 


If you have a big call on rotors it is worth remembering that our Rotor Manufacturing Section is 





completely equipped with unique machines of our own design and manufacture and that we now have a 
long experience in this very specialised field which might be of invaluable use to you. Our pioneer work 
in rotor manufacture has cleared the way for their increasing use with compressors, pumps, blowers and 


meters, and we can make them accurately to your design, either complete or from your prepared blanks, 


BIG 
ROTORS 


SMALL ROTORS 


The biggest Holroyd machine can 


make rotors up to 32” diameter and 





0” face. The smallest machine will 
go down to 1”. Helix angles can 

be anywhere between 30 and 
60 degrees, with any combination 


in the number of lobes. 


Holroyd 


JOHN HOLROYD & CO. LTD. MILNROW, LANCASHIRE 
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Vast industrial developments in India, Pakistan fi) 


and the Far East have’ brought about a 


greatly-increased demand for efficient power 
transmission equipment. We have made an 


important contribution towards this rapid 


expansion and progress. On this page are shown 


just three examples from the many plants 
in these territories using equipment 
supplied by Turbine Gears Ltd. 


From sugar-crushing to steel-rolling, from 
aluminium-smelting to atomic power pro- 
duction, industries of all types supplying 
many needs call for high quality gears and 
gear units. In this field, the name of Turbine 
Gears Ltd. is associated with long service 
and high efficiency. 


Our staff of experts is ready at any time to 
help you with your gearing problems. Our 
comprehensive catalogue illustrates and 
describes the wide variety of our products, 
and a copy will be gladly sent to you if you 
are interested. 


—— ~ ae J ; 
INDIA. A heavy type double helical gear unit, 
one of many we have supplied for rolling mill 
service in India. 


E. PAKISTAN. A double-reduction, double-helical 


gear unit for driving sugar-crushing machinery. 


Several units of this type have been supplied to 
= . P ee ew ee oe eee =) 
both Pakistan and Mauritius. 
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MALAYA. A gear unit driving a ladder-winch 
in a tin-dredging plant. 


Gears and gear units by Turbine Gears Ltd 


TG 14 





STOCKPORT, ENGLAND. 
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Disribued’y | THE POWER PETROLEUM COMPANY LIMITED 


76-86 STRAND*s LONDON+s: W.C.2 (BRANCHES AND DEPOTS THROUGHOUT THE COUNTRY) 


D3 
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for the handling of: 


Handling of MATERIALS 
for the STEEL INDUSTRY 


for the handling of: 





3. 
ot aN hy 


ex. JOHN THOMPSON CONVEYOR COMPANY 


oa = WOLVERHAMPTON 
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it’s a fact 
more than 200,000 operations with 




















FERRANTI 

High Speed Resistor. 
On-Load Tap Changer 
Type D.C.3 





FT 241/2 


FERRANTI LTD * HOLLINWOOD * LANCS Tel: FAlisworth 2000 
LONDON OFFICE: KERN HOUSE * 36 KINGSWAY * W.C.2. Tel: TEMple Bar 6666 
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for the handling of: 


Handling of MATERIALS | 
for the STEEL INDUSTRY 


for the handling of: 
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& JOHN THOMPSON CONVEYOR COMPANY 
“Sa” WOLVERHAMPTON 








ENGINEERING 19 August 1960 


it’s a fact 
more than 200,000 operations with 























 FERRANTI 

_ High Speed Resistor 
On-Load Tap Changer 
Type D.C.3 


FT 241/2 
FERRANTI LTD HOLLINWOOD * LANCS Tel: FAlisworth 2000 


LONDON OFFICE: KERN HOUSE * 36 KINGSWAY * W.C.2. Tel: TEMple Bar 6666 


Type DO CcC.3 
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It’s never too early to ask Sutcliffes 


Sutcliffe conveying equipment has been called to the rescue 
on many occasions when site conditions have rendered all 
other forms of mechanical handling ineffective. 
Muck shifting may not be quite as simple as building 
sand castles but much time and money can be saved by 
calling us in at the earliest possible stage. 


Please write for our brochure ref. EG 106. 





Mobile conveyors on the Great Ouse Flood Protection Scheme. Tripper and spreader conveyor 
~~ at Crigglestone Colliery dirt disposal plant. 





Conveying equipment for hire if required 


ti) | rtauns Bost Corwoyors 


RICHARD SUTCLIFFE LIMITED - HORBURY - WAKEFIELD + ENGLAND 
London Office: 28/29 Savile Row, W.1 


dm Rs106 
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a very 
Important 
Cooper.... 











This Cooper Split Bearing is one of two supporting the 250 ft. diameter Parab 


Radio Telescope at Jodrell Bank. Each Cooper is 30” bore and designed t 


a thrust load of 125 t Their design is to the same prir ple a yur standard 1 
’ kt ,ma fact d for er 50 yea — e 40 Pedest sizes f 4 

the Bogie iriv 1 Ref ictuat VV ate r th ¢ f tl quipn t 

Split Ri B g great advantages. The fact that they are split right 

(no worry about how to get the bearings in’) -and guarantees simple maintenar 


...another very important Cooper 



















The smallest Cooper is 1" bore. Whilst perhaps 
iaving a less spectacular role than those on the 
Radio Te p t an t 1¢ jed I 1 to give 
yea f trouble-fre servic C per 
searings ar mad in three andar series— 
Medium, Heavy and Extra Heavy—and all sizes are 
ymplete wit f-aligningHousingsand Pedestals 
t ip W n } idd that +f € a i 
tit de I Mt May we send you a 
Catalogue giv ) f technical detail: 


oOo ee a R ROLLER BEARINGS 


=_— right down to the shaft 


LER BEARINGS CO LTD KING'S LYNN NORF LK ENGLAND 
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DYSON 
TRAILERS 


THE BEST OF HAUL 
INVESTMENTS 





R. A. DYSON & CO., LTD. 
LIVERPOOL 














The 
perfect 
joint 
compound 
for 

all 
screwed 
pipe 
joints 





also for: Vee-Reg Valves 
Velan Steam Traps 
and all pipe-line accessories 
Write to 
The British Steam Specialties 
LIMITED 


Fleet Street, Leicester 
and Depots 











We dismantle plant, 
machinery 
and 
industrial 


installations 
of all kinds 

































LIMITED 
BIRMINGHAM MANCHESTER SHEFFIELD LONDON 
Scapa Works Frederick Road Stevenson Road Scapa House 
Langley Green Pendleton Attercliffe Park Royal Road 
Oldbury, Birmingham Salford 6 Sheffield, 9 London N.W.10 
Tel Broadwell 161] Tel: Pendleton 2481 Tel: Sheffield 41216 Tel: Elgar 58il 
Telex 33183 Telex 66448 Telex 54205 Telex 25239 


And at Newcastle, Bedford, Cardiff, Bow, Coventry and Belfast 


A METAL INDUSTRIES i | Groupe COMPAWN Y 





Also Makers of: 
Goliath Cranes. Slat Conveyors. Rotary 
Tipplers. Traversers. Bulk Handling. Plant 
and specially designed handling equipment. 


Cpecialicts in mechanical handling equipment 














Wagon Tipplers-Wagon € skip Hoists 
ee tee Cranes ‘Conveyors 


is used extensively throughout this country and abroad. A strong and robust 
— pe ne like our —_ handling equipment, has been designed and 
proved to give many years of trouble free operation. We'll be glad to discuss and - j 

demonstrate the right machine for your mechanical handling requirements. Phone: Motherwell 51 17/ 8 


The above illustration shows ouz 
dad Gear Operated Side 
charge Wagon Tippler which MOTHERWELL SCOTLAND 


BS 33. = ae ee SS 
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IDLERS FOR ALL BELT CONVEYORS 


make of structure. 
rn idlers. 


M&b 


Je and for any 
teering idlers, disc retu 
to spin at a touch, 


, 14 to 60 in. wi 
lers, S 


s keep their ability 
ad entrusted to them. 


For belts fron 
Also cushion Te 
M&C idler 


Under any conditions, 
and carry faultlessly the lo 
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under construction for the 
Central Electricity Generating Board 
by the English Electric, Babcock and Wilcox and 


Taylor Woodrow Atomic Power Construction Company Ltd. 


When Taylor Woodrow positioned this 3,900 ton caisson 
accurately above the tunnel being drilled 

under the rock below, the correct distribution of the loads 
to the structure as it settled on the bed 

of the Bristol Channel was of paramount importance. 


Saunders-Roe strain gauge engineers 
provided a simple electrical system for measuring 
the loads in the spud legs. 


This is but one example of the way in which 
Saunders-Roe foil strain gauge techniques requiring 
only simple electrical measuring instruments 

are contributing to research development 

and every day instrumentation over an almost 


boundless field of industrial activity. 
For full details write to :— 


SP AUN BD BER SS ata ae OMe: 


STRAIN GAUGE DIVISION 


OSBORNE - EAST COWES - ISLE OF WIGHT 


A member of the Westland group of companies 
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the Joy WNI112 stationary compressor 


Exacts less space—extracts more power. Match it against any other two stage industrial 
air compressor. You won't find one combining Vee-twin construction, flange-mounted motor 
and small floor space requirements in such striking degree. 


Small-standing, country-quiet, sentry-still JOY industrial compressors are fully described in 


AIR POWER 


publication AD/6. Please write for a copy. 





7 Harley Street, London W.1 
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NWobtux Grease. is a lithium-base 
lubricant of excellent structural stability and 
purity. It is a new, general-purpose grease 
superseding conventional greases. It provides 
effective lubrication for the majority of grease 
applications over a temperature range from 
minus 20 F to 250 F. It is exceptionally resistant 
to water washing and contains special 
additives to prevent rust formation. Both in 
the laboratory and in the field Mobilux Grease 
has proved its outstanding efficiency as a 


lubricant and protector. 





MOBILUX 
GREASE 








ECONOMY, SERVICE iNDUSTRIAL LUBRICANTS 
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ompactness in 
nderground 


Compressors 








: A Class RE *Power Vane’ Rotary 
c Electric Compressor specially designed 
i — as a Mine-Car unit for underground 
Ks service in South Africa. Standard units 
L with air or water cooling are available 
as stationary machines 


A typical example of how the compactness of 
the ‘Power Vane’ Rotary Air Compressor can 


meet the answer for special underground service 


Although the standard ‘Power Vane’ rotary 

stationary compressor has different dimensions 
it is the most compact machine of its class 
is shown in this very low height mine-car unit. in mining operation today. 


‘Power Vane’ rotary units are water cooled for 


surface operation or air cooled with flameproof 
THERE IS A CP COMPRESSOR FOR EVERY TYPE OF DUTY 


drive and complete protection equipment for 











: (YC underground service. 
Ti -(37 a Comprehensive literature is available 
ee sis on request 
a 3 q ' 

Class T straight-line, double-acting Class FE balanced- 
single and multi-stage compressors »pposed multi-cylinder compressors -- 
for outputs up to 745 c.fin or for outputs up to 8.000 cf.m. or 
pressures up to 2,500 p.s.i 


Pressures up to 3.000 p.s.i 


ili 








Class RE electrically 
driven Rotary Air Compressors f 
outputs up to 510 ¢.f.m. at 100 


Class P two-stage air-cooled 3 


for outputs up — 
at 100 p.s.i — 





P.S.1. to 477 ¢.f.m 


CONSOLIDATED PNEUMATIC TOOL CO. LTD 


DAWES ROAD: LONDON - SW6 


CP/ 206 
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Third floor 


‘Soft furnishings, upholstery, carpets, restaurant” 





Second floor 


‘Ladies’ coats, children’s wear, perfumery” 





First floor 


“Electrical, men’s wear, footwear, radios” 





Ground floor 


“Stationery, sports wear, ironmongery, street level”’ 











TT 2. = © 


Jak Hall 


i + owe 


DARTFORD-KENT Tel: Dartford 23456 
London Office: 10 St. Swithin’s Lane, E.C.4. MANsion Hse 9811 


Offices and Works throughout Great Britain and Overseas 


A member of the Hall-Thermotank Group 











No Guesswork 


at West Drayton. Control of noise is an exact Science 
these days —- we know because we practise it. Few 
Architectural or Industrial noise problems now exist for 
which an acoustically correct solution cannot be found. 
We know because we find them—and what is more, we 
warrant the results, Yet how many of our otherwise 
enlightened Architects or Industrialists know this simple 
truth, or realise just how much modern Acoustic Engineering 
can in fact achieve? Do you? If you are saddled with a 
noise problem and we of Sound Control Limited, Colneside 
Works, West Drayton, Middx., are sitting on the answer, 


why read further? Just ring West Drayton 3685. 
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1,000,000 B.Th 


incon 


Quick start-up and quick changes in output 
ever required are the features of the co 
efficient 
pressure can be raised in 2 minutes from 
start! This requires an intense rate of firing, re 
up to a million B.Th.U. per cubic foot. 


— 
The fire-pot and atr-ring of the 


Stone-Vapor steam generator are both 
of Inconel heat-resisting alloy. 


* Trade Mark 





poco 








HENRY WIGGIN & COMPANY 





For a ‘package boiler’ achieving 
.U per cu. ft. output 


Stone-Vapor steam generator. W 
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HEAT-RESISTING ALLOY 


when- To meet the exacting conditions of service in this 
mpact, modern ‘package boiler’, Inconel heat-resisting alloy 
orking was chosen for the fire-pot and air-ring of the 
a cold combustion chamber. This high temperature alloy was 
leasing _—_ selected because of its excellent strength and resist- 


ance to scaling and oxidation at high temperatures. 


Cut-away view of ‘package boiler’ produced by 
J. Stone & Co. (Deptford) Ltd 

It is ideal for use in ships, trains, factories, 
laundries, and wherever high-quality steam is 


required economically 





SEND THIS COUPON emer mn 


for a copy of ‘WIGGIN NICKEL ALLOYS’ No. 54 WH N 
inn 


Each issue of this technical journal contains articles des- 
cribing the many uses of Wiggin high-nickel alloys in 
solving industrial problems. 

NAME 

APPOINTMENT OR DEPARTMENT 


COMPANY AND ADDRESS 


EE/H22/8 





LIMITED - WIGGIN STREET - BIRMINGHAM 16 









,, INTRODUCING THE 


A MECHANICAL 
LUBRICATOR 


During the last 60 years, Wakefield lubricators have kept 
abreast of the changing needs of industry. The DP 60 represents 
the experience of these years. It is an instrument of 

precision for feeding oil against pressures up to 1000 Pp.s.i. 

It can be operated by the plant it lubricates on reciprocating 


or rotating drive. The flow of oil is automatically 





controlled by the ‘start-up and cut-off of 
the machine. Efficient lubrication is combined with 


economy in oil consumption. 





ADVANTAGES OF THE DP 60 


Welded steel construction gives strength with low weight ratio 









Each feed can be regulated independently 


Complete pump unit can be removed and replaced in one assembly. 


Patented quick release cap minimises oil contamination. 

















Up to 32 feeds can be fitted. 
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Large oil reservoir ensures long working periods between 
topping-up times. 


Built-in perspex oil gauge on the oil reservoir. 





LUBREQUIPMENT 


REG? 





A Castrol Group Product 





THE NEW SYMBOL OF THE CASTROL GROUP CLEARS SOND HE & COMPLINERTARY CoeY OF 
FOR ALL THEIR LUBRICATING EQUIPMENT THE DP 60 BOOKLET 


To: Dept. P. D. Wakefield-Dick Industrial Oils Ltd., 


: Castrol House, Marylebone Road, London, N.W.1\. 
Ask for our DP 60 booklet. Send us the coupon 


and we shall be pleased to mail you a copy with 
full DP 60 details—by return of post. 


NAME 
ADDRESS 


i 
| 
1 
! 
! 
! 
| 
I 
l 
l 
! 
l 
| 
1 
| 
1 
! 
1 
I 
L 





19 August 1960 ENGINEERING 











ENGINEERING 





ENGINEERING 

















of Wasting Time 
Money and Capacity 


I 


no doubt they would be unpopular in 


F THERE were a 20th century equiva- 
lent of Gilbert and Sullivan there is 


Whitehall. But if they were to take 
for a plot the sort of antics uncovered 
by the Committee of Public Accounts 
their productions would be 
ctiticised for reaching improbable levels 
of the fantastic. 

Yet what the committee has dis- 
covered in the alleged financial control 
of guided missiles is simple fact. In 
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general, says the committee, the initial | 


estimates have been even less realistic 
than those for aero engine and aircraft 
development. 


Misguided 

The Treasury approved one develop- 
ment contract for a guided missile for the 
Navy, back in 1948. The estimate 
then was of a cost between £1 million 
and £14 million. Currently, 12 years 
later, 


of developing the missile and _ its 
guidance system is £40 million. The 
total all-up cost will be about £70 


million, including Admiralty developed 
shipborne radar. The committee re- 
ferred to two other missiles where the 
current costs are many times more 
than the first estimates. 

Apart from the pain and suffering to 
taxpayers, does this matter? 


Is there a connection between the 


sharply of impeded flow. 


has to be assaulted in an effort to compel 
further export efforts which could have 
been made with the industrial potential 
led astray by inaccurate forecasts. 


Mechanical Aids 
for Coal Burners 


For coal to compete effectively with oil 
and electricity it must be given the same 
automatic equipment that has come 
much more easily to its competitors. 

The annual report of the British Coal 
Utilisation Research Association shows 
that advanced work is being done at a 
number of key points. Of special 
importance to industrial boilers are the 
inquiries into the mechanical handling 
of small coal. 
and with an experimental bucket eleva- 
tor it has been confirmed that very fine 
particles, and the high moisture content 
which they bring, are the primary cause 
The elimination of 
the fine particles leads to a valuable 
improvement. 

Plainly the increasingly large and 
numerous blocks of flats in London and 
elsewhere are fair game for competition 
between fuels. BCURA have 


inten- | 


being tried at London Airport really 
combine both functions, by leaving an 
anti-ice coating on the sprayed surfaces. 

Mr. R. F. Jones of the Meteorology 
Office, in reply to a question, gave no 
hope of escaping the problem for he 


stressed that it was difficult to 
forecast occurrence of clouds or their 
icing characteristics over a long flight 
route or for a lengthy period. 

The chairman of the conference, Mr. 
H. G. Conway of Short Brothers and 
Harland Limited, summarised its main 
conclusions by listing the needs on which 
further research should be concen- 


very 


| traded, as follows 


Using a model bunker | 


sively tested a small chain-grate stoker | 


which is being developed for solid-fuel 


| central heating in such buildings as 


the estimate of the direct cost | 


| research work 


collapse of the defence policy and the | 


Mad Hatter activities on the financial 
side? 

There is. And it is a simple one. 

A defence system does not exist in a 
vacuum. If there was no _ potential 
enemy there would be no willingness on 
the part of the voter to be endlessly 
taxed. And the value, or otherwise, of 
a method of its defence is in strict rela- 


| Structure 


tion to what the possible opponent is | 


getting up to. Hence the decision to 
abandon Blue Streak because of the 
vulnerability of fixed bases to Russian 
long range rockets. 


Misleading 


However essential it may be to have a 
proper estimate of the time that achiev- 
ing defence targets will take, it is 
unlikely that such an estimate can be 
made if it is not even possible to tell the 
cost without being out by as much as 
a factor of twenty. 


blocks of flats. The automatic control 
system of this equipment makes it 
possible for a range of differing coals to 
be burned. 
bustion rate can be used when needed. 
Over the whole range of burning rates 


A satisfactorily low com- | 


efficiencies of over 75 per cent have been | 


attained, with negligible smoke, dust 
or grit emission. 

A field trial unit of the boiler has been 
installed in a London block of flats. 

The special knowledge of the associa- 
tion’s staff has led to a wide variety of 
in related fields, from 
research on deposits and corrosion in 
water-tube boilers to the production 
from coal and possible future uses of 
chlorofluorocarbons and, by an agree- 
ment with the United Kingdom Atomic 
Energy Authority, research into the 
and reactivity of graphite 
used in moderators for nuclear reactors. 


Aircraft Icing 
and Meteorology 


The third annual conference on Aircraft 
Icing Protection, sponsored by D. 
Napier and Son Limited, which was 
held at Luton (Beds) Airport, was attend- 
ed by a record number of delegates, in- 
cluding Russia for the first time. Jet en- 


| gines are particularly vulnerable to icing 


The effect of all this on the engineering | 


industries is plain enough. 
estimates result 
materials, 
scientists. 

Projects that will prove too costly in 
relation to their work are started. And, 
in the end, what is produced is about as 


Misleading 
in misguided use of 


of capacity of engineers and | 


useful as a 1960 racing car engineered | 


to the racing formulae of 1959. 


priate or abandoned. Its home market 


conditions as ice forming on the engine 
intake can detach itself in lumps, enter 
the engine and damage the compressor 


blades. Nor can aircraft capable of 
continuous flying above cloud level 


escape icing, because in all probability 
they will have to pass through one or 


more cloud layers at icing temperatures | 


during ascent and descent. 
Furthermore, an aircraft flying for a 


(1) Need for exchange of meteorological 
experiences on an international basis 

(2) Need for more trials, including large 
scale wind tunnel tests, special test 
aircraft like Napier’s modified Lincoln 
bomber, and full flight trials. 

(3) Need for reliable ice detector 
instruments, to provide automatic 
initiation of an aircraft's protection 
system immediately icing conditions 
are encountered. 


of House Smoke 
by the million tons 


The Clean Air campaign has secured | 


many of its objectives but the late after- 
noon spectacle of a suburban area get- 
ting its kitchen boilers going is still often 
reminiscent of the sort of dockside 
boiler-firing that legal steps have effec- 
tively removed 

And, indeed, the Clean Air Year Book, 
1960, states that over a million tons of 
smoke a year are emitted by domestic 
fires. Industry is responsible for half- 
a-million and the railways for 100,000. 

The domestic fires are not so guilty in 
terms of content. Their chimneys 
only puff out 100,000 of the 900,000 tons 
of grit and dust added to the atmosphere 
each year. The biggest figure of all ts 
the 5,500,000 tons of sulphur dioxide 
from all solid-fuel and fuel-oil sources, 
almost a million of which comes from 
the domestic fire. 

That we are in the middle of rapid 
improvement is clear from the number 
of local authorities, 67, who have Clean 
Air Orders confirmed but not yet in 
operation, compared with the 68 whose 
Smoke Control Areas are now function- 
ing. The area confirmed, but not yet 
operating is 16,401 acres, that already 
existing, 14,020 

The largest smoke 
is that of Hayes and Harlington, Middle- 
sex, with 2,280 acres, whose nearest 
rival is Bradford with 1,481 acres, 
Perhaps the people of Hayes and Har- 
lington, wracked by the uproar of 


controlled area | 


London Airport, decided that here was | 


one inconvenience they could remove 
The annual report of the National 


Society for Clean Air, who publish the | 
Year Book, is seriously concerned at 


what it calls the efforts being made to 
restore the deservedly waning popularity 
of the raw coal open fire. 


The society | 


| is on good ground when it says that the | 


long period at high altitude becomes | 


“cold soaked,” so that even on a hot 


summer day frost forms on the wing, | 


particularly on the underside, as soon 
as the aircraft lands. 
must therefore be drawn between 
** anti-icing,”’ which is performed by the 
aircraft’s own protection system of 
heating elements or pulsating surfaces, 


| and “* de-icing,”” which has to be carried 
Not only does the nation suffer in 
that its defence system is either inappro- | 


| but expensive de-icing compounds now 





out on the ground to render the aircraft 
“clean ’’ before taking off again. New 


A distinction | 
| how partial 





path of opposition to change and reform | 


invariably ends in failure and creates 
added difficulties to those who choose 
obstruction rather than adaptation. 

In this case, it is not possible to see 
implementation of 
Clean Air Act can benefit any but the 
most narrow sectional interest. For 
industry, working in cleaner brighter 
conditions with less cleaning and illness 
to pay for; for the housewife, with less 
drudgery around the house; and for the 
private individual able to see across the 





town for the first time in his life; there 


is nothing but gain. 
There will be no medals for rearguard 
actions here 


Uproar, Decibels 
and Chipping Castings 


Whether it is merely tightening up a 


loose panel or going all the way to 
fitting a resilient lining to tumbler 
cylinders, noise reduction is not a 


subject that is ever far away 

Too high a noise level in the works is 
not only unpleasant, nor simply another 
accident hazard, it plays a definite part 
in reducing efficiency One good 
example the case of the machine 
whose warning signals are given audibly. 

A background noise that makes this 
at all difficult for the operator is going 
to result in frequent checking for what 
should be capable of drawing attention 
to itself and possibly in interruption of 
the smooth flow to watch some alterna- 
tive indicator. If under these neglected 
conditions the operative decides to 
neglect the signal there is risk of 
serious damage to the equipment. 

The background noise to life outside 
the factory may be rising, though 
perhaps not as fast as indignation on the 
subject. Industrially this should be a 
time when noise is on the decline 

Noise in Factories, the sixth Factory 
Building Study of the Department of 
Scientific and Industrial Research 
(HMSO, 3s 6d) gives several indications 
of the way in which equipment more 
efficiently used is less noisy in itself 
Equally, in the exhaust of pneumatic 
tools it may not make the tool itself 
more efficient to reduce turbulence, 
but it will reduce the noise level and the 
cost of protecting against its effects 

Between sound insulating a whole 
factory to protect neighbours and 
building an internal structure around a 
motor generator set, the gap is con- 
siderable. And in the event of the 
former there is still the problem of 
looking after the people and the 
processes boxed in with the noise 


is 


and a Cheap and 
Abundant Fuel 


Fuel is still a large item for most indus- 
trial as well as domestic establishments 
The tendency is always to use the cheap- 
est fuel and when this happens to be 
both convenient and clean as well it 
sounds almost too good to be true 

It is the pride of the electrical supply 
industry that the cost to the consumer 
has only risen 20 per cent during the 
last ten years, whereas coal has risen 
75 per cent and gas nearly as much. 
These were figures quoted by Mr. H, G. 
Nelson in his paper on electricity supply 
presenied to the recent Electrical Power 
Convention. Not least among the 
factors is the point that installation costs 
of new generating plant are almost 
exactly the same per kilowatt as they 
were twelve years ago, and even show a 
downward rather than an upward trend 
as the size of sets increases. The greater 
efficiency of the new larger sets should 


| also help in keeping the price down. 


the | 


Given a cheap clean fuel with a reli- 
able supply system, industry can make 
great strides. Processes that demand 
a large proportion of fuel become more 
feasible, and heating and living condi- 
tions generally show improvement 


Lighting can be more generous if it is 
not a constant worry by expense. A 
side effect is less fatigue and eye strain. 





Metals and Materials 
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Eradicate Wood Rot and Pests with Mayonnaise 


Thoughts of how mayonnaise manages to get 
rid of death watch beetles conjures up exciting 
visions. Imagine, for instance, that the material 
worked like weed killer. Attracted by the 
succulence of the new dish the gluttons would 
overeat to such an extent that they became 
jammed in their holes and died of suffocation. 
In order, perhaps, to avoid the inevitable cries 
of agony which would follow this process, the 
makers of the new mayonnaise called Woodtreat 
have included what is now recognised to be a 
most effective preservative—pentachlorophenol. 
Don’t be scared by the name (unless you're a 
woodworm) it is just a killing compound. 

Woodtreat, made by the new company of 
Preservation Developments—an offshoot from 
Standardised Disinfectants—has been introduced 
from the USA. The secret lies in adding emulsi- 
fying agents to an oil-water mixture containing 
the killer so that it can be whipped up to a uni- 
form consistency. Soon it will be made in this 
country, but with a killer concentration of 5 per 
cent in place of the American’s 8:7 per cent. 
The lower concentration will then be similar to 
that used in spray and dip preservatives such as 
the well established Brunophen made by the 
same company. 

On the right there are two illustrations—one 
with a story, and the other with a moral. The 
one with a story shows preservation of timbers 
in a yawl with Woodtreat. Unfortunately, after 
their littie treat in the Chelsea basin, the timber 
pests won't be in very good trim to enjoy the 
yacht’s trip to the Caribbean. The picture on 
the left is explained in the caption, and has the 
moral that if anyone doesn’t consider Woodtreat 
for preserving timbers he needs his head exam- 
ined—probably for dry rot. 

This is what the makers have to say about their 
product. When Woodtreat is applied to the 
surface of timber it sustains itself on the surface 
providing a reservoir from which active ingredi- 





(Left) This 


shows 
typical spray 


content of 
Blocks were 6 « 6 


green. 


10 minute dip 





days. 


(Right) Application 
timbers. 





penetra- 
tion of Woodtreat and a 
preservative 
into redwood with a moisture 
10 per 


Both preservatives were dyed 


From top to bottom: 
1 Petroleum distillate after 


2 Woodtreat, I Ib per cu. ft 
3 Woodtreat, 2 lb per cu. ft 
4 Woodtreat, 2-3 lb per cu. ft 
5 Woodtreat, 3-4 lb per cu. ft 


Absorption times were 2-5 


to yawl 


cent. 
24 in. 








ents can be absorbed in the timber’s own good 
time. It may be considered therefore as a means 
of dipping or soaking timber without need to 
transfer it to a tank of preservative. Tests have 
shown that application of Woodtreat to the 
surface of timber gives retentions and penetra- 
tions equivalent to those obtained by dipping 
or by application of many brush or spray treat- 
ments. It has the additional advantage of 
penetrating more evenly and of providing, as a 
result, a more uniform preservative barrier. 

Woodtreat is used therefore for preservation 
of new timber and is particularly suitable for 
in situ preservation. Its use is also suggested 
for treating laminated beams and other members 
after fabrication, especially when these are of 
awkward shapes and sizes. 


The mayonnaise is of greatest interest for 
eradication of dry rot, woodworm and termites 
from timber already attacked by these pests. 
It has been used with great success in the States 
against termites and found superior to the method 
of drilling holes followed by injection into them 
of liquid preservative under pressure. Field 
trials in the United Kingdom show great promise 
for control of woodworm and dry rot. It gets to 
the seat of the trouble and gives a deep barrier 
to prevent subsequent reinfestation. It has the 
advantage over spraying of not producing a spray 
mist which requires use of spray masks, nor 
does it give rise to the fire hazard associated with 
that method. 

Preservation Developments 
Street, London, SW], 


Limited, 23 Sloane 





High PV Values with Graphited Bearing Metal 


Before turning the page on what looks like a 
rehash of an old product, just ruminate on what 
the makers claim for a new material called Deva. 
“It is a product of powder metallurgy but in 
contrast with other well known so-called self- 
lubricating sintered bearing materials it is 
non-porous and does not rely on impregnated 
oil or grease in the porous metal for its self- 
lubricating property.” A natural reaction would 
be “it contains graphite and doesn’t need 
lubricating—so what? Perhaps it’s a little 
exaggerated, though, to say that it is non-porous.” 
That the density does in fact approach 100 per 
cent theoretical is vouched for by the strength 
which is in the range 4 to 74 tons per sq. in 
(tensile), this being good for a sintered compact 
which contains a fine dispersion of graphite in 
quantities within the 5 to 20 per cent range. 

The range of PV factors for which Deva metal 
is applicable is difficult to specify, say the makers, 
Universal Metallic Packing Company. However, 
it has been successfully used in completely dry 
applications at PV factors up to and above 
100 10° lb per sq. in-ft per min, while PV 
factors up to 2,800 x 10° have been successfully 
accommodated with varying degrees of lubrica- 
tion. 

Frictional coefficients when absolutely dry 
are 0-18 to 0:25. This is reduced to 0-08 with 
good water lubrication and down to 0-05 
with partial liquid (presumably oil) lubrication. 
This lubricating action is retained at high 
temperatures—bearings having withstood 600°C. 

From the maker’s point of view, all this would 
be an oversimplification—for the material called 
Deva is really one of 14 metals or alloys which 
can each have a different graphite content. 





A Few Successful Uses of Deva Metal 


In automobile parts—for steering systems, brake 
rods, clutch rods, carburettors and rods for 
radiator flaps. 

Bearings for feedways in cooling ovens in the 
glass and china industries. 

Bearings for sluices and lock gates for use under 
or above water. 

Gliding bearings for heavy work in rolling mills 
and foundries. 

Glide bearings in bogie turntables and for axial 
assemblies in locomotives and railway wagons. 
Piston rings for steam engines, compressors and 
steam pumps. 

Bearings in fittings for atomic reactors. 











So it’s best to put your cards on the table and 
tell the makers just what the bearings will be 
used for if you want to really get the best from 


Deva. The table indicates just how some 
variations in basic composition will affect the 
properties. 

High strength in compression means _ they 


should act well when press or shrink fitted into 
a housing. Brazing or soldering is not performed 
easily because of the graphited surface but it 
can be done after special surface preparation. 

Machining characteristics are similar to bronze: 
carbide-tipped tools honed smooth and dead 
sharp will give a clean cut without burnishing. 
Universal Metallic Packing Company Limited, 
Leeds Road, Bradford 3. 


Choose the Correct Grade with the Maker's Help 





Alloy Symbol Description Operating Temperature Range, ° € 
Bi Standard bronze 50 to 200 
BH 1 Special bronze 200 to 350 
BL 1, 2 and 3 Leaded bronzes 50 to 200 
C1, 2 and 3 Standard brasses 50 to 200 
CH! Special brass 200 to 350 
CL! Leaded brass 50 to 200 
FH 1, 2, 3and 4 Special irons Up to 600 








Coefficient of Expansion, per ° ¢ 
Copper base alloys 


Iron base alloys 
Higher lead containing alloys 


10-* 
10-* 
10-* 


16-2to 18:0 
10-8 to 12-6 
19-8 
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Access Chamber 
for Polyethylene Drains 


Polyethylene plumbing systems are in increasingly 
widespread use in laboratories, chemical works 
and atomic energy stations for disposal of 
effluents, particularly high corrosive and indeed 
radioactive material, instead of lead and stone- 
ware plumbing. Chemical Pipe and Vessel 
Company, who produced and installed the first 
polyethylene plumbing in the world in 1948 at 
Rothamsted, are now engaged on a number of 
these polyethylene drainage contracts, including 
the new power stations at Berkeley and Bradwell- 
on-Sea, and the UKAEA plutonium extraction 
plant at Salwick. 

One of the more recently developed moulded 
fittings in polyethylene for this type of work is the 
access chamber shown, which is inserted in drain- 





age lines for inspection and cleaning. A poly- 
ethylene lid with chemically resistant rubber 
gasket is fitted with non-corrodable bolts and, if 
necessary to resist pressure, a Stainless steel 
backing ring also. 

Chemical Pipe and Vessel Company Limited, 
1 Hayes Lane, Kenley, Surrey. 


Salt Mines in Cheshire 
Boring Work 


New large deposits of salt have been discovered 
in the Cheshire Basin as the result of deep boring 
by the Geological Survey of Great Britain. The 
boring operations—including one borehole to a 
depth of slightly more than 5,500 ft—have re- 
vealed reserves of salt estimated at about 400,000 
million tons. 

For some years the Geological Survey’s North- 
West England field unit has been making a 6 in 
to the mile geological survey of the Cheshire 
Basin and its extension into North Shropshire— 
an area of some 800 sq. miles, including the 
well-known Cheshire salt field. 

To gain further geological knowledge of this 
area, which has extensive superficial deposits of 
sands, gravels and boulder clay overlying the 
solid rocks, exploratory boreholes were essential. 
In 1953-54, ten boreholes were drilled in the 
Stockport area and in 1958-59, fifteen were 
drilled in the Cheshire-Nantwich areas. Depths 
of the boreholes varied from 300 to 1,000 ft; 
they helped considerably to prove the structure 
and extent of the salt field. 

To knit these results together and to prove the 
complete succession of these salt-bearing rocks, a 
deeper borehole was drilled farther to the south. 
Hitherto, the salt industry of Cheshire has been 
thought to draw its brine from one group of 
saliferous beds about 600 to 800 ft thick, but it is 
now clear that there are two salt bearing groups; 
the lower group is that exploited in the neighbour- 
hood of Northwick and Winsford while the brine 
pumped around Sandbach and Middlewich 
appears to belong to the upper group. 

The lower salt group extends beneath about 
400 sq. miles and the upper salt group beneath 
about 170 sq. miles of the Cheshire Basin with, 
in each case, a further undefined extension 
southwards. The reserves of salt which would 
reasonably have been computed from previous 
information have been at least doubled; a 
provisional estimate of reserves now amounts 
to about 400,000 million tons, of which over 
60 per cent is in the lower group. 











Production of salt in the United Kingdom in 
1957 was about 5 million tons. The chemical 
industry is a major user of salt in the form of 
brine for the production of soda-ash. 


Hypalon Based Paint 


A liquid coating having elastomeric properties 
is announced. This product, Texseal, is a 
development of the chemical products division 
of the Dunlop Rubber Company. It is based 
on Du Pont’s Hypalon rubber. 

The important properties offered by Texseal 
result from the outstanding properties of Hypalon 
(chlorosulphonated polyethylene), which has been 
formulated with various other ingredients. 
Principal among these properties are chemical 
and ozone resistance. It also has good flame 
resistance and is suitable for continuous service 
at temperatures up to 250°C. Because of the 
excellent oxidation resistance of the base polymer, 
pigmented Texseal exhibits good colour retention. 

Texseal can be satisfactorily applied to a 
variety of substrates such as concrete, steel, fibre- 
board, wood and rubber with good adhesion 
between the coating and base material. Applica- 
tion is similar to that of other paints in that it 
can be brushed, sprayed or applied by dip and 
spread coating. 

Normally, coating thicknesses are about 2 mils 
(0-002 in) with a coverage of 150 to 250 sq. ft 
per gallon. When sprayed, the conventional 
type of lacquer or enamel spray equipment is 
used. For correct spraying characteristics the 
solids content of Texseal is lower than that 
customarily used for brushing. After applica- 
tion the film of paint dries quickly and simul- 
taneously commences to cure. This can be 
accomplished at either room temperature which 
takes a few days, or at elevated temperature, 
about 250° F, which occupies a few minutes. 

Applications of Texseal are numerous. It 
can be sprayed on to foam or fibre board to 
give a brightly coloured, decorative finish. It 
can also be applied to wood as a trim and 
shutter paint or for boat decks. It has been 
successfully applied over natural and synthetic 
rubbers, though care must be taken to ensure 
that the substrates contain no migratory plasti- 
ciser or staining material else the Texseal will 
become discoloured. 

Obtainable through Vicsteels Limited, 16 North- 
umberland Avenue, London, WC2. 


Cure-All Claim for Mercury 
in Condenser Tubes 


Although mercury was one of the apothecary’s 
rather ruinous cure-alls for congested tubes, 
technical men have seldom taken seriously any 
suggestion that the same metal can improve 
condenser tube alloys. There is far too much 
evidence, you will hear around the trade, that 
mercury can quickly destroy condenser tubes; 
there is the example where a mercurial grease was 
used on a condenser bank with ruinous results. 
Accidental additions form local concentrations 
and cause stress corrosion. Hence it was with 
merriment and mirth that the claims were read 
for alloy No. 77 for which patents were granted 
in 1959 to Bridgeport Brass Company in the 
USA. 

As in many examples where we didn’t think of 
it first, this merriment has gone rather sour now 
that continued evidence is made available that 
this alloy is living up to its claims. It is not 
complex—its composition is 0-05 Hg-30 Zn- 
brass with low lead and iron. 

Thus BNFMRA are now performing corrosion 
tests on such alloys and other firms are known to 
be showing more than casual interest. 

Numerous field tests have shown that the 
addition of mercury to alloy 77 has substantially 
increased resistance of this copper based alloy 
to biofouling. For example, the surface of 
alloy 77 remains clean when exposed to environ- 
ments where other copper-based alloys became 
biofouled. Any residual slime or algae clinging 
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How New Alloy Compares with Other Condenser Tube Alloys 


Arsenical 
Alloy 77 ddmiralty 30 Ni-Copper 
Brass 
Tensile strength, Ib per sq. in 
Hard 78,000 80,000 
Soft 47,000 45,000 55.000 
Yield strength, lb per sq in 
arc 64,000 - 70,000 
Soft 15.000 15,000 2.000 
Elongation on 2 in, per cent 
Hard . 10 5 
Soft 65 65 4s 
Thermal conductivity, at 
68° F, Btu per ft-hr.-deg. F 70 64 17 


to the surface adheres very poorly and can be 
easily removed. In some cases, rinsing with 
water is sufficient. 

Then there are other claims which are even 
more difficult to stomach: “* tests also show that 
this new Bridgeport alloy resists dezincification 
and has an increased resistance to impingement 
corrosion over that of other copper-zinc alloys.” 

Excellent antibiofouling characteristics of alloy 
77 make it suitable as a condenser tube alloy in 
the surface condensers of steam electric stations 
where maintenance of heat transfer and overall 
efficiency is important. Results of field tests 
where alloy 77 condenser tubes were installed in 
surface condensers have shown that this alloy 
gives satisfactory service handling fresh, brackish 
or saline waters at velocities up to 74 ft per sec. 
These service installations also demonstrate that 
alloy 77 possesses good to excellent resistance to 
condensing steam. 

A number of these tubes have been satisfac- 
torily tested in petroleum refinery services. In 
each of these applications, they gave results equal 
to or better than inhibited admiralty brass 
handling refinery process streams. 

Secret to the Bridgeport achievement seems to 
lie in the method of getting mercury into solution 





and avoiding uneven concentrations. Appar- 
ently it is added as an amalgam. 
Bridgeport Brass Company, Bridgeport 
Connecticut, USA. 
- > .-a 
SERVICE EXPERIENCES WITH 
ALLOY 77 
Florida.—30,000 sq. ft of surface con- 
denser tubes in plant near Tampa, 


Florida: after 26 months there was no 
evidence of impingement corrosion at 
water velocity of 6°4 ft per sec; tubes 
still to original 18 BWG. No corrosion 
at inlet end even after 4 years. Sea 
water in this instance was polluted 


Houston, Texas.—Cooling water at 
installation on a bayou caused rapid 
biofouling on copper base alloy steam 
condenser tubes. Alloy tubes are 
still in service handling cooling water 
at 6 ft per sec 


Following success- 
ful tests with alloy 77 in a surface con- 
denser serving a 30,000kW utility a 
further condenser for a unit twice the 
size was retubed with the alloy. The 

water from the Neches river caused less 
scale build-up at a velocity of 7 ft per 
sec than on other tubes 


Beaumont, Texas. 





New Orleans, Louisiana.—Brackish 
| cooling water on the industrial canal site 
| of a power company has left the alloy 77 
tubes in “excellent” condition after 
| 3 years 








Reinforced Plastic 
Moulding 


J. W. Roberts Limited point out that we omitted 
to say that it is they who make Feroglas rein- 
forced plastic products such as the water con- 
tainer for AEI-Hotpoint mentioned on p. 2 of 
the July | issue of ENGINEERING. Although the 


name Feroglas is well known, we are happy to 
introduce the makers to those who don’t know it. 








Plain Words 


By Capricorn 


HAT a way to run society! Juvenile 

delinquency is increasing in countries 

with the highest standards of living and the 

most extensive systems of universal educa- 

tion. In the United States, 12 per cent of 

children from the ages of 10 to 17 appear in 
juvenile courts. 

During the past two weeks, delegates to the 
United Nations Congress on the Prevention 
of Crime and Treatment of Offenders have 
been discussing this world wide problem at 
their meetings in London. It is a very 
complex problem. I believe the engineering 
industries could help to solve it. 

If you are blessed with a reasonable brain, 
the full-employment welfare state is kind to 
you. It provides free education to a high 
level and then more or less guarantees you 
a comfortable job. But if you are born with 
a low-power brain, God help you. The 
socialist creed of equal opportunities for all 
will mock you from the first day as a young- 
ster that you wake up to the fact that the 
world is not organised for the likes of you. 
Your schoolmaster makes it quite clear that 
the world is waiting for the little prigs who 
come out top every term. But the world is 
not waiting for you. Far from it! 

Long before leaving school, you will have 
realised that you stand no chance of owning 
a car and living in a grand way on the sort 
of pay the world is going to give you when 
you leave school. But everyone is hungering 
and thirsting after a high standard of living. 
The Prime Minister says it’s important. 
It’s kind of morally good to have a motor- 


car. And it gets you girls, too. ; 
So you “borrow” a motor-car. You 
only keep it for two days. You don’t 


particularly want to take it from the chap 
who owns it, but you want one for your own 
use—while the prigs are still swotting away 
in the sixth form! Next time you must have 
one, you borrow another. 

In the London metropolitan area, more 
than 20,000 motor vehicles are stolen or 
“ borrowed’ every year. Of this total, 
63 per cent are taken by the age group 8 to 
20, and 31 per cent by the 21 to 30 group. 

The appalling inflexibility of our educa- 
tional system, which aggravates this sickness 
of society, is the result of our scientifically 
based industries demanding ever higher 
educational standards. Where we have gone 
wrong is to try and put everyone through this 
educational system. We would do better to 
take those who are obviously not cut out 
for an academic approach—take them at the 
age of 12 or thereabouts—and give them some 
satisfying, rewarding work in_ industry. 

No room for philanthropists in the welfare 
state? No need for a new Charles Dickens? 
Here is a menacing evil staring us in the face. 
The engineering industries could help to 
abolish it by creating simple opportunities 
at an early age for those who are just as 
anxious as the rest of us to enjoy a high 
standard of living. 
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Letters to the Editor 


Plastics Bearings 
for Greaseless Cars 


Sir, As a major supplier of steering linkage 
and suspension equipment to leading vehicle 
manufacturers in this country and overseas we 
were interested in your article on “ Plastics 
Bearings for Greaseless Cars ** (ENGNG., 22 July 
60, p. 132). 

We would agree with the comment attributed 
in your article to a paper by Mr. J. W. Lane and 
Mr. C. F. Foell, published by the National 
Lubricating Grease Institute, that effective 
sealing is essential for a plastic bearing. There 
has been a problem in obtaining an adequate 
seal at an acceptable cost which will work under 
the severe mechanical requirements and in the 
highly abrasive conditions existing near the 
road wheels. This factor has retarded the 
adoption of prelubricated plastic bearings for 
the chassis. 

However, for the past two years in conditions 
less severe than those existing at the wheel outer 
steering joints, plastic bearings have been used 
in the steering linkage of a popular small car. 
No provision is made for greasing and no adverse 
service reports have been received from over 
200,000 units now in the field. Following 
development over a number of years on the seal 
and other components it is now possible to 
incorporate plastic bearings so that the life and 
performance of the complete bearing unit is 
better defined without any periodical attention 
being necessary. 

We wonder whether the description “ grease- 
less”’ is correct; most plastic bearings are 
initially lubricated on assembly, the seal then 
serving to keep contaminants out and lubricant 
in. The lubricant may also serve the added 
purpose of retarding corrosion of the steel shaft. 

The plastic bearing materials possess pro- 
perties which are unfamiliar and which originally 
appeared to limit their use to low unit loadings 
due to the deformation which can take place. 
Following changes in the design approach, 
advantage can now be taken of this deformation 
at the low surface speeds associated with chassis 
components. 

Clearance is necessary with rigid bearing 
materials and may result in inadequate bearing 
area, wedging and hammer. If the structure 
surrounding a plastic bearing material is arranged 
to take care of the measurable deformations 
which exist under load, it is possible to produce 
a unit without inbuilt clearance as the normal 
type of seizure does not take. place. The plastic 
material deforms within the surrounding struc- 
ture under the load and the area available for 
load support rises. However, the design of the 
assembly must take account of any slight 
swelling resulting from water absorption. 

Certain plastic materials can operate at unit 
loads far above those which a rigid bearing 
material will accommodate, as they appear to 
have the feature of retaining some of the lubricant 
at the bearing-to-journal interface. Rig tests 
have shown that both the plastic bearing and 
the journal surface, after many millions of 
cycles, have highly polished surfaces, with little 
or no measurable wear; while data obtained 
from such running tests indicate that fatigue life 
is superior to that obtained from comparable 
rigid assemblies. 

For certain ball joints the use of plastic 
bearings enables a reduction in turning torque 
to be achieved, but modifications may be 
necessary to other features of the vehicle to ensure 
that undesirable side effects do not appear as a 
result of loss of damping. In addition, the use 
of plastic bearings in the steering and suspension 
system provide a further means of insulation 
between the driver and the road. 

The soft plastic material can accommodate 
some abrasive particles which could cause 
distress in a poorly-lubricated rigid bearing. 
The dirt embeds in the plastic, due to the unit 
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pressure and temperature generated by rubbing, 
and then usually sinks below the interface 
surface and does little further damage. In a 
rigid bearing, the abrasive matter continues to 
cause wear until it is ground away. 

In one vehicle application of a ball joint in 
which unit loads can vary from 8,000 Ib per 
sq. in at an equivalent surface speed of 3 ft 
per min to 4,000 Ib per sq. in at 16 ft per min, 
greased steel on steel, steel on bronze and other 
similar rigid bearing materials failed on prototype 
test. A bearing made of a thermoplastic which 
had been treated to improve its load-carrying 
properties and which is only greased on initial 
assembly has proved to have an adequate service 
life in production. 

Engineering information is still lacking about 
plastic bearings. The adoption of plastics as a 
bearing surface in an economical way has 
required a different approach from that adopted 
with rigid bearings. Information, such as is 
contained in the reports mentioned in the 
article, is extremely valuable and it is possible 
to foresee a rapid increase in the use of plastic 
bearings. Designs which are not possible at 
the moment, due to breakdown of conventional 
bearing materials, will become available as the 
plastic bearing materials open up a new field of 
operation and, in consequence, will find an 
increasing number of outlets. 

Yours faithfully, 
C. L. DONNELLAN, 
Technical Director. 
Engineering Productions (Clevedon) Limited, 
Clevedon, Somerset. 
9 August, 1960. 


Concrete Strengths 


Sir, In his recent letter (ENGNG., 1 July °60, p. 4) 
Dr. J. M. Plowman asks if I will plot my results 
published for concrete cubes cured at 35° C 
(27 May 60, p. 713) on a log maturity base, with 
any 28 day results I may have. 

When tracking strength development in detail, 
there is, unfortunately, a great temptation to use 
every available cube, and I have normal 7 or 28 
day results for only two or three of the curves 
published with my letter. I have given these 
results in the accompanying table, together with 
further results from similar tests. The acceler- 
ated strengths are generally based on the average 
path followed by a large number of cubes, and 
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all the results are plotted on a log maturity base in 
the accompanying Figs. | and 2. 

Fig. | relates to concretes with a total water 
cement ratio of 0-55 and 0-65, and it will be seen 
that the points given by the normally cured 
cubes are almost in line with those given by cubes 
cured at 35°C, but this may be a coincidence. 
Fig. 2 relates to concretes with a total water 
cement ratio of 0-45. In none of the graphs 
does the first point of discontinuity occur after a 
maturity of about 750° F-hr has been reached, 
though this would not necessarily be true for 
higher strength concretes. 

At the time of writing my earlier letter, I had 
not seen Mr. R. Narayanan’s article entitled 
* Predictable Strength of Young Concrete” 
(29 April °60, p. 580), but I have since been very 
interested to note the similarity between the 


TABLE 
Curing Maturity 
- Brand Total Hours} temper- F-hr | Strength 
1x of water/cement = Ib per 
otf curing, ature, (datum 
cement ratio il F) sq. in 
! B 0-55 9 95 756 950* 
13 1,092 1.450 
16 1,344 1,650 
19 1,596 1,850 
24 2,016 2,180 
168 63 8,736 3.635 
approx. 
la B 0-55 5 95 420 480 
84 714 850 
10 840 1,000 
14 1,176 1,430 
24 2,016 2,150 
774 - 6,510 3,633 
672 63 34,944 5,900* 
approx 
2 B 0-65 9 95 756 430* 
14 1,176 750 
174 1,470 950 
21 1,764 1,080 
24 ‘ 2,016 1,180 
168 63 8,736 2,448 
approx 
3 A 0-45 74 95 630 1,800 
12 1,008 2.850 
24 2,016 4,400 
32 2.988 4,850 
48 - 4,032 5,500 
168 63 8.736 6,385 
approx 
4 B 0-45 54 122 610 2,000 
104 1,165 3,060 
22 2,442 4,372 
474 $,272 5,300 
79 8.769 6,000 
168 18,648 7,000 
4at B 0-45 95 420 900 
600 1,270 
750 1,550 
1,000 2,050 
1,500 2,800 
_ 2,000 3,350 
} ns 3,750 4,400 
11,110 5,800 


* Estimated result based on another almost identical batch 
+ Average results of two batches almost identical with Mix 4 


changes in slope which he has obtained with 
richer mixes at normal curing temperatures, and 
the changes I have found with concretes of 0-45 
total water/cement ratio at 35 C. In both 
cases, the changes occur at a maturity of approxi- 
mately 2,500° F-hr. A limited number of tests 
had also suggested to me that a marked change 
in the pattern of strength development occurs at 
about 70° C, and Mr. Narayanan has shown this 
very Clearly. 

When attempting to predict normal 7 and 
28 day strengths from accelerated tests, I think it 
should be realised that the detailed pattern of 
strength development of normally cured concrete 
is not necessarily, if ever, a smooth curve. Work 
I am engaged upon at present suggests that steps, 
similar to the ones which occur when curing at 
35 C, but lasting for one or more days rather 
than hours, may be present in the patterns of 
concretes cured normally. If this is so, the 
average strength of even a large number of cubes 
tested at, say 7 days, would not necessarily lie 
on a smooth curve drawn through points given by 
6 to 9 day tests. 

Yours faithfully, 
M. S. THOMPSON, 


11 Old Fold View, 
Barnet, 
Herts. 
8 August, 1960. 

















Bearing Wear 


Sir, | am sorry my recent article ** Bearing Wear 
in Corrosive Atmospheres’ (ENGNG., 17 June 
60, p. 841) should have upset Mr. A. C. Wren 
(5 Aug. °60, p. 172). 

Il am sure you will permit me to say the title 
to which he takes exception was decided by 
yourself. I have no quarrel with your decision, 
but if I had I would remain silent for I consider 
that an Editor has rights in editorial matters 
and should not be questioned by laymen. 

Mr. Wren is, of course, right when he says 
that the life/load relationship for lubricated 
bearings is incorrectly quoted. I know the 
correct form. However, for allowing this error 
to get through proof reading I apologise to you, 
Sir, and to your readers. 

I had not room to give all the results which 
lead us to think that an exponential rather than 
a cubic relationship holds for unlubricated ball 
bearings under the conditions | quoted in the 
original article. The results have passed tests 
of statistical significance. It may be possible for 
us to publish our work on this subject more fully 
later. Incidentally, the wear of bearings of 
many kinds is much more reproducible when 
they are unlubricated than when they are 
lubricated. 

Yours faithfully, 
H. H. HEATH 
The English Electric Company Limited, 
Cambridge Road, 
Whetstone, near Leicester. 
8 August, 1960. 


Airships for Feeder Services 


Sir, There is no doubt but that airships have 
much to commend them for use over cities, 
between the airports and city centres. So Mr 
B. G. Bodroghy’s interesting article, “* Airships 
for Noiseless Feeder Service *’ (ENGNG., 22 July 
600, p. 124), was quite timely. A good many 
problems are involved, but this is true whatever 
the solution. 

So far as obtaining a false lift by superheating 
the gas is concerned, I think the maximum so 
far achieved is about 5°. So there is a long way 
to go before the suggested 30° superheat is 
likely. Perhaps it is better to take things as 
they are and ignore, for example, the possibility 
of boundary layer control which, if achieved, 
may mean an increase in speed of about 20 per 
cent, or a considerable increase in useful lift. 
Experiments on these lines are continuing in the 
United States, and there is quite a chance of 
success. Unfortunately, these things cost money 
and little is ever available for airship research. 

1 would rather suggest the possibility of 
improving control in the vertical plane, by the 
revival of swivelling propellers, as these would 
give airships much of the advantages of heli- 
copters, by making it possible to take-off and 
land vertically when heavier than air. 

To give an example. The Goodyear L class 
can be flown at about 700 Ib heavy, if there is 
sufficient room for an aerpolane take-off. These 
ships have a volume of 123,000 cu. ft and their 
twin motors totalling 290 h.p. give these ships 
a maximum speed of about 65 m.p.h. 

The old British airship Delta of 1912 had a 
volume of 173,000 cu. ft, and her 200 h.p. gave 
her a speed of 44 m.p.h. But her pair of 
swivelling propellers made it possible for her to 
take-off and land vertically while up to 750 1b 
heavy and, on one occasicn at least, she landed 
250 Ib light without valving. 

It must be admitted that these propellers, 
which could be turned to drive the ship ahead 
and astern, and up and down, gave a certain 
amount of trouble, but surely modern knowledge, 
and lighter and stronger materials, should achieve 
better results than were possible in 1912! 

Such an airship would need a landing space 
of not more than twice the ship’s length and so 
it might, perhaps, be possible to find sheltered 
landing places in the parks of a city. Provided 
that the actual sites for taking-off and landing 
were well sheltered from the wind, such a ship, 
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with a cruising speed of say 70 m.p.h., could be 
employed on most days of the week and, although 
wind would slow her down, she would fly in a 
direct line from point to point, and would never 
be held up by traffic jams. Fog, too, would not 
matter very much and she could fly when other 
aircraft would be grounded. 

The mooring mast and mechanical handling, 
both of British origin, and swivelling propellers, 
also British, would reduce the handling parties 
to about a dozen. But it’s impossible to suggest 
the size and other details of such an airship, 
as everything depends on the number of pas- 
sengers to be carried. 

One can only say that these passengers would 
enjoy such trips, for they would travel in comfort 
and quietly and enjoy a bird's-eye view from 
a height of perhaps 500 ft. 

If the engine of a helicopter should stop down 
it must come, and at once. In the case of the 


| airship a mechanic could usually put things right, 


while the pilot free-balloons his ship. At the 
worst, a free-balloon landing could be made 
when clear of the city. When a heavier-than- 
air machine breaks down, it comes down at 
once; the airship on the other hand, by dropping 
ballast, could be made to rise. 

As for noise, the airship’s engines could be 


| silenced, and the noise of air traffic at the airport, 











and ground transport in a city, would certainly 
drown any noise made by the airship. I have 
flown many times over large towns in airships 
in recent years and very few people hear the 
ship and look up. 

So I think that airships certainly deserve to be 
considered. 

Yours truly, 
VENTRY. 

Lindsay Hall, 

Lindsay Road, 

Bournemouth. 

10 August, 1960. 


The Tarmac Group 


Sir, I feel | must point out some errors in the 
paragraph headed “* Administrative Offices and 
a Welsh Bridge ** (ENGNG., 5 Aug. ’60, p. 193). 

The TG Construction Company Limited is 
a member of the Tarmac Group—not TG 
Tarmac Group—and the TG Civil Engineering 
Limited should read Tarmac Civil Engineering 
Limited. 

Tarmac Civil Engineering Limited and TG 
Construction Company Limited are, in fact, both 
members of the Tarmac Group of Companies. 

Yours faithfully, 
AuBREY St. CLAIR-Forb. 
Tarmac Civil Engineering Limited, 
50 Park Street, London, WI. 
9 August, 1960. 


Events in Advance 





When its Really Hot 


HEN first introduced, the Nimonic series of 
heat-resisting alloys produced by Henry 
Wiggin and Company Limited, were used 
exclusively in aeronautics but, in recent years, 
as other industries have taken more and more to 
working to higher temperatures, the use of these 
and other high-temperature alloys has been 
expanding steadily. 

In the past, the company have organised no 
fewer than 15 exhibitions dealing with products 
of this kind, in the main industrial centres of 
Britain. They have now arranged a new exhi- 
bition which will concentrate exclusively on 
Wiggin high-temperature alloys. This display 
will include the Nimonic series, the Nimocast 
series, Inconel, Incoloy and Incoloy Ds, and 
will demonstrate the properties and applications 
of these alloys by various means, including the 
use of diagrams and a comprehensive range of 
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components and sub-assemblies in which the 
firm’s materials are employed. 

The exhibition, which will be based on the 
theme “* When It’s Really Hot,”’ will be on show 
at the Grand Hotel, Sheffield, from 20 to 22 
September, and at More’s Hotel, Glasgow, from 
27 to 29 September next. During the course of 
the exhibition, there will be a number of lectures 
on high-temperature problems, delivered by 
members of the firm's technical service, as well 
as a series of film displays. 

Additional information may be obtained 
rom the firm’s headquarters, Wiggin Street, 
Birmingham 16: or from their London office, 
Thames House, Millbank, London, SWI. Tele- 
phone: ViCtoria 3888. 


British-Swedish Computers: 
Conference in Stockholm 


In the belief that, even now, the average business- 
man of today is not fully aware of the outstand- 
ing developments that have been taking place in 
connection with computers and data-processing, 
the British-Swedish Chamber of Commerce in 
Sweden have arranged to hold a one-day confer- 
ence on this theme on 16 September next. The 
Chamber feel that it is of growing importance 
that businessmen should have a clearer under- 
standing of how these matters are likely to have 
a direct bearing on their own offices and factories 
in the immediate future. 

Notable contributions and developments have 
been made to international computer techniques 
by both British and Swedish industry recently 
and it is likely, therefore, that Anglo-Swedish 
trade in this connection will increase rapidly 
during the next few years. 

At the forthcoming conference it is intended 
that leading authorities on the subject shall show 
how the main developments to date have taken 
place, discuss probable applications in the 
immediate future, and indicate the possible trends 
in the years further ahead. An attempt will be 
made to evaluate the size of the markets and 
their possibilities. Above all, it will be the 
accepted aim of the meeting to inform the 
delegates regarding the extent to which equip- 
ment for electronic data-processing will impinge 
upon the general pattern of life. 

The principal British speaker will be Mr. 
Sebastian Z. de Ferranti, a director of Ferranti 
Limited, Hollinwood, Lancashire, a firm who 
already have several installations in Sweden to 
their credit. The principal Swedish speaker will 
be Mr. Bengt Andrén, head of the organisation 
planning department of Allmanna Svenska 
Elektriska AB (ASEA), Vasteras, Sweden. 

Applications to attend and requests for addi- 
tional particulars should be sent to the secretary, 
British-Swedish Chamber of Commerce in 


Sweden, SB Hovslagargatan, Stockholm C, 
Sweden. 


United Nations to Discuss 
New Sources of Energy 


Three conferences of an international character 
have already been organised, under the auspices 
of the United Nations, for the study of various 
aspects of the world’s energy resources. 

A preliminary review of the research being 
undertaken in respect of some new sources of 
energy was made by the United Nations Scientific 
Conference on the Conservation and Utilisation 
of Resources (UNSCUR) in 1949. The United 
Nations Educational, Scientific and Cultural 
Organisation held a symposium in New Delhi 
in 1954 on the scientific aspects of wind and solar 
energy, and the International Association for 
Applied Solar Energy organised an international 
conference on solar energy at Phoenix, Arizona. 
USA, in 1955. 

It has now been decided to hold a United 
Nations Conference on New Sources of Energy 
at some centre in Europe from 17 to 27 August, 
1961. The meeting will discuss practical prob- 
lems and experience concerning the utilisation of 
the three sources of power: solar energy, wind 
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power and geothermic energy; especially in 
relation to the difficulties confronting the less- 
developed ccuntries. It is noteworthy that no 
conference of an international character has so 
far ever been held on geothermic energy. 

The agenda of the new conference is being 
drawn up so as to focus attention on applications 
rather than upon the discussion of scientific 
principles and basic research. It is considered 
that the three sources of energy, solar, wind and 
geothermic, are of special interest, particularly 
in areas which are facing fuel scarcities or high- 
energy costs, or both. The three sources differ 
in regard to the methods by which energy from 
them can be derived and the uses to which 
such energy can be put. In short, a fuller 
understanding is needed of the potentialities and 
limitations of each source, as well is the possi- 
bilities for their combined use with each other 
and with other sources of energy. 

Details regarding the organisation of the 
conference and the conditions under which 
participation in the function may take place are 
due to be published shortly in a special pamphlet. 
Copies will be obtainable at United Nations 
information centres in various countries through- 
out the world or from the Press Services, Office of 
Public Information, United Nations, New York, 
USA. 


Exhibitions 
and Conferences 


Graz International Autumn Fair.—-Sat., | Oct., to 
Sun., 9 Oct., in Graz, Austria. Apply, in the 
United Kingdom, to the Office of the Austrian 
Foreign Trade Representative, | Hyde Park Gate, 
London, SW7. Tel. KNightsbridge 6938. 

Metz International Trade Fair.—Sat., | Oct., to Sun., 
16 Oct., in Metz. Agents in the United Kingdom: 
Auger and Turner Group Ltd., 37-38 Margaret 
Street, Cavendish Square, London, WI. Tel 
HY De Payk 7282. 

Nigeria Exhibition.—Sat., 1 Oct. to Sat., 22 Oct., in 
Lagos. Organised by the Federal Ministry of 
Commerce and Industry, Broad Street, Lagos, 
Nigeria. 

Zaragoza National Fair, 20th. 
20 Oct., at Zaragoza. 
Official de Comercio e 
Zaragoza, Spain. 

Instrument Symposium, Tenth Annual. 
to Thurs., 6 Oct. Also the Research Equipment 
Exhibit.—Tues., 4 Oct., to Fri., 7 Oct. Both 
events to be held at the National Institutes of 
Health, Bethesda 14, Maryland, USA, from which 
address further details may be obtained. 

Textile Exposion, 21st Southern.—Mon., 3 Oct., to 
Fri., 7 Oct., at the Textile Hall, Greenville, South 
Carolina, USA. Organised by the Southern 
Textile Exposition, 322 West Washington Street, 
Greenville, South Carolina, USA. 

Motor and Motor-Cycle Show, 47th International.— 
Thurs., 6 Oct., to Sun., 16 Oct., in Paris. In the 
United Kingdom, application should be made to 
Mr. R. C. Liebman, 178 Fleet Street, London, EC4. 
Tel. CITy 5889. 

Machine Tool Exhibition, Italian. 
Sun., 16 Oct., at Milan. 


Sun., 2 Oct., to Thurs., 
Apply to the Camara 
Industria, 18 Jaime 1, 


Mon., 3 Oct., 


Fri., 7 Oct., to 
Organised by the Unione 


Construttori Italiani Macchine Utensili, 22 Via 
Palestro, Milan, Italy. 
Hardware-Houseware Fair, Fifth Annual.—Sun., 9 


Oct., to Fri., 14 Oct., at the Barbizon Plaza Hotel, 
New York. Apply to the general manager, the 
Annual Hardware-Houseware Fair of the United 
States Inc., Barbizon Plaza Hotel, 106 Central Park 
South, New York 19, USA. 

Electronics Conference and Exhibition, 16th Annual 
National.— Mon., 10 Oct., to Wed., 12 Oct., at the 
Hotel Sherman, Chicago. Conference offices: 
228 North La Salle Street, Chicago 1, Illinois, 
USA. 

Hardware Show, National.—Mon., 10 Oct., to Fri., 
14 Oct., at the Coliseum, New York. Organised 
by the Charles Snitow Organization, 331 Madison 
Avenue, New York 17, USA. 

Office Equipment Exhibition, Eleventh.—Fri., 14 Oct., 
to Sun., 23 Oct., in Paris. Organised by the Salon 
International de l'Equipement de Bureau, 6 Place 
de Valois, Paris. 

Packaging Exhibition, International.—Fri., 14 Oct., 
to Sun., 23 Oct., in Paris. Apply to the Salon de 
l’Emballage, 40 Rue du Colisée, Paris 8e. 

German Soap Fair.—Sat., 15 Oct., to Tues., 18 Oct., 
in Berlin. Includes chemicals and chemical plant. 
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In the United Kingdom, applications should be 


made to Mr. Neven du Mont, 123 Pall Mall, 
London, SWI. Tel. WHItehall 8211. 
Tunis International Trade Fair.—Sun., 16 Oct., to 


Mon., 31 Oct., in Tunis. Apply to the Foire 
Internationale de Tunis, Palais Consulaire, Avenue 
Rouston, Tunis, Tunisia. 

Metal Exposition and Congress, 42nd National.— 
Mon., 17 Oct., to Fri., 21 Oct., at the Trade and 
Convention Center, Philadelphi, Pa., USA. Organ- 
ised by the American Society for Metals, Metals 
Park, Novelty, Ohio, USA. 

Shoe Show, National.—Sun., 23 Oct., to Wed., 26 
Oct., at Palmer House, Conrad Hilton, Morrison 
and Congress Hotels, Chicago. Including machin- 
ery exhibits. Organised by the National Shoe Fair, 
Palmer House, Chicago 90, Illinois, USA. 

Montreal International Trade Fair, Fourth.—Tuces., 
25 Oct., to Sat., 5 Nov., at the Show Mart, Mon- 


treal. Organised by the Montreal International 
Trade Fair Management, 1600 Berri Street, 
Montreal, Canada. 

Household Goods Exhibition (Salon des Arts 
Ménagers).—Wed., 26 Oct., to Sun., 6 Nov., in 
Geneva. Offices of the exhibition: 1 Rue du 


Temple, Geneva, Switzerland. 

Saigon International Trade Fair.—Wed., 26 Oct., to 
Fri., 25 Nov., at Saigon. Apply to the Saigon 
Chamber of Commerce, Tu-do Street, Saigon, S 
Vietnam. In the United Kingdom, applications 
should be made to the Economic Department, 
Embassy of Vietnam, 12 Victoria Road, London, 


W8. Tel. WEStern 3765. 

Automation Merchandising Association (National), 
Convention and Exhibition.—Sat., 29 Oct., to Tues., 
1 Nov., at the Exhibition Hall, Miami Beach, 
Florida. Organised by the National Automatic 
Merchandising Association, 7 South Dearborn 


Street, Chicago 3, Illinois, USA 

Dairy Industries Exhibition, 22nd.—Mon., 31 Oct., to 
Sat., 5 Nov., at the International Amphitheatre, 
Chicago. Organised by the Dairy Industries Supply 
Association, Inc., 1145 19th Street NW, Washing- 
ton 6, DC, USA. 

Motor Show, 42nd International. 
Sun., 13 Nov., in Turin 
Associazione Nazionale fra 
mobilistiche e Affini, 61 
Turin, Italy. 

Bottling Exhibition, 13th International. 
to Mon., 14 Nov., in Paris. Apply to the Bureau 
Permanent, Salon International du Materiel 
d’Embouteillage et des Industries Connexes, 28 
Rue Louis-le-Grand, Paris, 9e 

Automobile Show, 38th International.—Thurs., 10 
Nov., to Sun., 20 Nov., at the Pan Pacific Audi- 
torium, Los Angeles. Apply to Mr. Charles H 
Elmendorf, Los Angeles Motor Car Dealers’ 
Association, Suite 300, 8721 Sunset Boulevard, 
Los Angeles 46, California, USA 

Electronic Research and Engineering Meeting, North- 


Thurs., 3 Nov., to 
Organised by the 

Industrie Auto- 
Corso Galileo Ferraris, 


Sat., 5 Nov., 


east.—Sat., 12 Nov., to Sat., 19 Nov., at the 
Commonwealth Armory, Boston. Apply to the 
secretary, Northeast Electronic Research and 


Engineering, 74 Tremont Street, Boston, Mass., 
USA. 

Western Tool Show.— Mon., 14 Nov., to Fri., 18 Nov., 
at the Sports Arena, Los Angeles, California, USA 
Organised by the American Society of Tool 
Engineers, 10700 Puritan Avenue, Detroit 38, 
Michigan, USA. 

Supervisors in Industry, Residential Course for. 
Sat., 3 Dec., to Sat., 10 Dec., at Madingley Hall, 
near Cambridge. Organised by the Board of 
Extra-Mural Studies, the University of Cambridge, 
Stuart House, Cambridge. Tel. Cambridge 56275. 

Electrical Engineering, Conference on Non-Destructive 
Testing in.—Wed., 8 Nov., to Fri., 10 Nov., 1961, 
at the Institution Building, London, WC2. Organ- 
ised, in association with the British National Com- 
mittee on Non-Destructive Testing, by the Measure- 
ment and Control Section of the Institution of 
Electrical Engineers, Savoy Place, Victoria Em- 
bankment, London, WC2. Tel. COVent Garden 
1871. 

Large Electric Systems, International Conference on. 
Wed., 16 May, to Sat., 26 May, 1962, at the 
Fondation Berthelot, 28 Rue Saint Dominique, 
Paris. Organised by the Conférence Internationale 
des Grands Réseaux Electriques (CIGRE), 112 
Boulevard Hausmann, Paris. Apply to the British 
National Committee, Thorncroft Manor, Dorking 
Road, Leatherhead, Surrey. Tel. Leatherhead 
3433. 

Foundry Trades Fair, Second International (GIFA). 
Sat., 1 Sept., to Sun., 9 Sept., 1962, in Diisseldorf. 
As in 1956, when the first fair was held, the German 
Foundrymen’s Association will hold their annual 
meeting during the fair. Organisers: Nordwest- 
deutsche Ausstellungs-Geselischaft M.B.H., 4 


Ehrenhof, Diisseldorf, Germany. 
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Light Magic 


Solar cells convert sunlight 
directly into electricity. Owing 
to their extreme lightness and 
reliability many commercial 
applications will open up as 
soon as the costs are suffic- 
iently reduced. 

THE years up to 1850 mankind consumed 


N 
[ one-third of the world’s fossil fuel reserves; 
in the hundred years from 1850 to 1950 he 
managed to use up half as much again. Sunshine 
along with nuclear and thermonuclear power 
remain the last unexploited energy resources, 
but solar energy is unique in two respects. The 
fuel is free, and solar cells show promise of 
economical electricity generation in the smallest 
quantities at the site of consumption. 

Direct conversion of light into electricity was 
discovered some time ago but the high cost and 
low efficiency of the original selenium cells 
seriously limited the scope of application. In 
1954 the silicon semi-conductor photovoltaic 
cell was discovered in the Bell Laboratories. 
Even in the early stages of development the silicon 
cell had much better conversion efficiency than 
its predecessor, the selenium cell, which was 
operating at | per cent or even lower efficiency. 

In essence the silicon cell is not very different 
from a transistor diode using a P-N junction, 
and in fact the manufacturing steps are identical 
up to the point of forming the junction. In a 
solar cell it is essential to make one of the layers 
sufficiently thin to permit penetration by light to 
the junction as shown in Fig. 1. To obtain sucha 
thin layer, which may be of the order of 2 microns, 
one technique ts to cut standard wafers of N-type 
silicon and deposit on this a film of boron from 
vapour at 1,150 C. Boron then diffuses into 
the base layer transforming the surface into 
P-type silicon and forming the P-N junction. 

Since 1954 the silicon cell has been rapidly 
developed on a para-commercial scale in antici- 
pation of space projects, and has been used to 
power the highly successful TIROS weather 
observation satellite. International Rectifiers, 
who made the TIROS installation, are now look- 





ing for other applications to widen the commer- 
cial base of their operation. Success will depend 
on ingenuity in finding suitable applications and 
in reducing the cost of solar electricity. 

Cost reductions can be effected through 
divergent methods. Efforts can be made to 
improve the efficiency of the cell and thus reduce 
the quantity of material used and the surface 
area required. Conversely, by relaxing produc- 
tion standards low efficiency cells could be mass 
produced at radically reduced cost — 

The maximum attainable conversion efficiency 
of solar cells is determined by the relationship 
of the light spectrum and the response of the cell. 

2 it can be seen that the cells are most 


In Fig 2 
sensitive to light in the “heat”? end of the 





visible spectrum, but most of the energy in the 
sun’s rays is contained in the violet end With 
present materials the lack of correspondence 
between light spectrum and response limits the 
theoretical conversion efficiency to about 19 per 
cent, while the best cells so far produced have 
only reached 14 per cent. 

To exceed the theoretical limit of 19 per cent 
some material other than silicon must be found 
which has a better response in the violet region 
of light. Experiments have been made with 
compound cells in which two cells made of 
materials with different response are placed at 
right angles with a coated layer of glass bisecting 
the included agle. One of the cells is turned 
towards the sun, but will receive only filtered 
light containing predominantly the wavelengths 
to which it responds. The rest of the light is 
reflected by the coated glass into the other cell 
which is chosen to have a matching response. 

Even with simple cells there is plenty of scope 
to improve performance. Fig. | shows an idea 
that is now being developed by International 
Rectifier. A fine U-shaped wire conductor is 
embedded in the P-layer in order to reduce the 
internal resistance of the cell. 

Temperature is an important variable in the 


Light 








Fig. 1 op) The differ- 
ence between a solar cell 
and a transistor is in the 
thickness of the P-type 
layer, which is only about 


2 microns, 


Fig. 2 (left) The max- 

imum conversion effict- 

ency of a solar cell is 

determined by the light 

spectrum and the cell 
response. 

Fig. 3 (he low) Some 


8&5 per cent of the incident 
energy must be removed 
from the cell to prevent 
a rise in temperature, and 
es hence loss of performance 
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with Semiconductor Devices 


performance of solar cells as shown in Fig. 3 
As the conversion efficiency of the cell is between 


5 and 14 per cent, over 80 per cent of the 
incident energy must be rejected in order to 
maintain good performance For satellite 


applications, where radiation is the only means 
of heat rejection, special coatings have been 
developed that improve the ratio of absorbed 
to reflected heat. The cells are also quite 
sensitive to the accumulation of dirt, which will 
be a problem in remote signalling applications. 


CHEAP CELLS 


Perhaps more promising than the attempt to 
improve efficiency is the possibility of reducing 
manufacturing costs. Semiconductors are now 
produced by growing a single crystal about | in 
diameter and sereral inches long and cutting it 
into thin slices. The narrowest practical abrasive 
cutter is 0:020in thick, so that about half of 
the carefully grown crystal is lost as ** sawdust.” 
Attempts are now being made to grow the 
crystals to the right shape from the beginning 
and thus eliminate cutting. Vapour deposition 
of material on to a flat surface appears prom- 
ising, although the performance of the semi- 
conductor thus produced is inferior to normally 
grown crystals. But if mass production by 
vapour deposition turns out to be really cheap, 
then an efficiency as low as 5 or 6 per cent could 
be easily tolerated in applications where weight 
and surface area are not at a premium 

Solar cells are expensive, and the expense 
limits the scope of immediate applications. An 
array of 15 standard cells, producing of the order 
of 4 watt under favourable conditions, may 
cost £7. With no moving parts, the lifetime of 
the cells is only limited by mechanical damage 
and deterioration of electrical connections 
Three years may be regarded as a conservative 
estimate, and since the fuel «s free and main- 
tenance negligible, the generation costs can be 
estimated. With medium efficiency cells the 
cost of electricity is less than 35s per kWh, 
which is below the cost of flashlight batteries. 

The most promising field of application is 
clearly in the watt-range, but where operation 
is continuous the cost of electricity storage (for 
night or dark days) must be added. It is expected 
that once the solar cells are in mass production, 
the power costs will be reduced to less than Is 
per kWh, so that electricity storage will be the 
ultimate limitation to cost reduction. 

International Rectifier are now searching for 
suitable applications in two directions. The 
ability to recharge storage batteries using solar 
cells points to all devices where batteries are 
now used, preferably in remote areas. Signalling 
equipment, weather recorders, clocks, radios or 
hearing aids all come into this category. The 
Bell Telephone Company operate a rural tele- 
phone system in Georgia with 200 subscribers 
which is powered by solar cells, and portable 
two-way radios for sportsmen are being tried 
experimentally. 

But silicon cells can also be regarded as 
photo-sensitive devices. The first commercial 
application of a silicon solar cell is in a flashing 
beacon for road signs which is shut off by a 
solar cell whenever there is enough light to see 
the obstacle anyway. 

As transducers, the cells could be used in 
computers to convert signals from a punched 
tape into electrical impulses. The same principle 
can be utilised in process control, counting and 
other applications requiring light sensors. 

The cycle of wider applications reducing unit 
cost, which in turn further widens the field of 
application, has only just begun for the solar 
cell. The chief competitor in the auxiliary power 
field will be thermoelectric generation from the 
decay heat of radioactive isotopes, which requires 
no storage for continuous operation. But the 
extreme lightness and simplicity of solar cell 
panels should ensure a good competitive position. 
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Standard Forms Aid Overseas Contracting 


By F. H. B. Layfield 


A common form of contract 
serves to indicate the legal 
basis on which tenders are 
invited; helps to eliminate 
omissions; and may save much 
trouble and expense. The B2 
form of contract for exports 
of electrical plant has recently 
been revised. 


O™ of the most striking trends in the realm 

of engineering contracts over the last 
twenty years has been the widespread adoption 
of standard forms. This practice has great 
advantages. The use of a common printed form 
makes for uniformity. It is often sufficient to 
say, in an invitation to tender, that a specified 
standard form is to be employed and that alone 
provides a fair indication of the intended legal 
basis. The use of such a form makes for 
completeness because a form which has been 
found adequate over a period of years is less 
likely to have serious deficiencies. Last, but 
certainly not least, the use of a common form 
can save much trouble and expense. 

These advantages are most clearly seen in 
specialist fields where technical requirements 
should be closely reflected in the contract docu- 
ments. This need was recognised by the 
Institution of Electrical Engineers earlier in the 
century who began to produce specialised forms 
of contract for use in cases where electrical 
plant and work figured prominently in the projects 
concerned. In 1925 the Institution published 
the “ B2 Model Form of General Conditions.” 
These were intended to cover the main conditions 
for export contracts (excluding cable contracts) 
for the supply of plant and the execution of 
work in that connection. 


INSTITUTION SPONSORSHIP 

This B2 form was revised in December, 1928, 
and there after remained unaltered for more than 
30 years. In the intervening years much contract 
experience has been gained, especially in the 
realm of electrical work. It is not surprising 
therefore that the Institution have recently felt 
that the time had come to prepare and publish a 
completely new edition of this form of contract. 

it has become increasingly clear over the years 
that in many contracts the interests of mechanical 
and electrical engineering were so closely inter- 
woven that the legal form of agreement should 
recognise that situation. Opportunity has there- 
fore been taken by the Institution in preparing 
the new form to consult with the Institution of 
Mechanical Engineers; in the result the form is 
sponsored by the councils of both institutions. 
The Association of Consulting Engineers have 
also indicated their support for the new form. 

The old B2 form made provision for complete 
erection of the contract works. This involved 
the inclusion of many passages in the general 
conditions which were applicable only to erection 
matters and these passages cluttered up the form 
when often they were not needed. What is more. 
when a contract was made involving complete 
erection the form was not always found satis- 
factory or sufficiently complete for that purpose. 
Accordingly in 1954 a new and separate form for 
complete erection contracts was published and 
called “* Model Form B3.”’ 
B2 is thus able to dispense with the complete 
erection provisions, though it still includes 
arrangements for supervision. The position is 
summarised by the councils who say “ the present 
Model B2 was prepared for export contracts 
including delivery f.0.b., c.if., and f.o.r. with 
supervision of erection of mechanical or electrical 
plant.” 

There are some useful new additions to the 
published document. A “* Memorandum on the 
Use of the General Conditions of Contract (B2) ” 


The new edition of 


is now provided. This is a good idea long since 
employed in other common forms. It is useful 
and informative so far as it goes. But it is the 
greatest pity that better could not be done. The 
committee seem to have been unable to decide 
whether the memorandum was to be addressed 
to those with no knowledge of the law of contract 
or whether it was intended to be used by the 
experienced who need only an aide memoire. 

Very much the same may be said of the second 
addition to the document namely the ** Memor- 
andum as to Tenders.’’ Once more this is a 
useful addition but it is distinguished more by a 
family resemblance to other standard forms than 
by any fresh contribution of its own. It contains 
brilliant glimpses of the obvious such as “ the 
purchaser does not bind himself to accept the 
lowest or any tender ...*’ while repeating 
much material of doubtful value, possibly because 
it appears in other and earlier memoranda. 


RIGHTS AND OBLIGATIONS 


Two other additions have been made which are 
an undiluted gain. A useful brief index has been 
provided and a model form of agreement has been 
appended. As regards the latter, one word of 
caution is perhaps worth while, especially in 
view of the drafting of the general conditions. 
The agreement recites the fact that the purchaser 
desires certain things to be done “* as mentioned 

. in certain General Conditions, Specifica- 
tion, Schedules, drawings, plans, schedules of 
price, the Contractor’s tender and covering letter 
(if any), the acceptance of the tender, and any 
other relevant correspondence . . .”’ The General 
Conditions define the “ contract’ as meaning 
“the agreement between the Purchaser and the 
Contractor for the execution of the works. . . 
including therein all documents to which refer- 
ence may properly be made in order to ascertain 
the rights and obligations of the parties under the 
said agreement.” 

There is, of course, nothing wrong with these 
provisions. Yet the function of a written con- 
tract is, among other things, to make matters so 
clear that later argument is avoided. When it is 
borne in mind how many letters are sometimes 
exchanged in reaching detailed agreement the 
dangers of the passages just quoted are apparent. 
That this danger is not imagined may be seen in 
the case of Davis Contractors Limited v. Fareham 
UDC, where the question whether or not a 
single letter formed, or did not form, part of the 
contract was only resolved by the House of Lords. 


WHAT DOCUMENTS ARE SPECIFIED? 


A small footnote is added to the model 
agreement saying, in regard tc the passage 
quoted above, “Delete as required” and 


reference is made to the explanatory memoran- 
dum. The matter should, however, be watched 
with particular care and it may be that the 
earlier B2 form which, in the definition clause 
listed in contract documents by name, was in 
some respects safer. Anyone using the form 
would be well advised to ask himself before he 
signs: what are the contract documents and are 
they, and they alone, specified in the formal 
document I am signing? 

The clauses of the general conditions have 
been extensively redrawn. The sequence of 
subjects has been changed and is the better for 
that. By and large the provisions have been 
improved and are made clearer and more exact. 
A good deal of tidying up has also been done. 
For example, the provisions relating to defects 
liability were to be found in the old form in 
Clauses 23, 34 and 36. In the new form these 
provisions have been gathered together under 
one head in Clause 23. 

It was not clear in the old form whether the 
warranties and conditions which the general law 


implies in certain contracts were excluded by the 
provisions of the standard form. Probably they 
were not, since the courts have said that these 
implied conditions and warranties can only be 
excluded by very clear words. 


CONTRACTOR’S LIABILITY 

The draftsman has clearly excluded them 
in the new form by providing a new sub-clause 
(viii) to Clause 23 which states that: 

“the liability of the Contractor under this 
Clause shall be in substitution for and to the 
exclusion of any warranty or condition 
implied by law in respect of the quality or 
fitness for any particular purpose of the 
Plant delivered.” 

This addition should be noted since there may 
well be occasions in which it may prove significant. 

There are a number of other additions to the 
clauses. These are mostly minor and con- 
sequential upon reorganisation of the contract. 
Engineers may care to note that under Clause 8(1i) 
they are now given express power to delegate their 
powers under the contract provided this is done 
in writing and a copy served on the contractor. 
They may also wish to note that where the 
purchaser furnishes a design to the contractor, 
and this will doubtless often be his engineer’s 
design, then the purchaser by Clause 7(iii) now 
expressly “* warrants that any design or instruc- 
tions furnished or given by him shall not be 
such as will cause the Contractor in the per- 
formance of the contract to infringe any letters 
patent, registered design, trade mark or copy- 
right in the country in which the Plant is used.” 

AVOID CONFLICTING CLAUSES 
The revised form is a great improvement in 

two ways. In the first place it is a more coherent 
and better drawn document. Secondly, being 
new it inspires more confidence. As Lord 
Justice Devlin pointed out in Windsor RDC vy. 
Otterway & Try Ltd., when considering two 
conflicting clauses in a standard form, * if one is 
permitted to use one’s experience, or even one’s 
common sense, as to how these contracts are 
built up, I think it is clear enough how the 
two clauses came to be there. The contract is 
not one that has been drafted as a whole and 
fully formed at one given moment; it is a con- 
tract which is built up from time to time by 
clauses being added.” The outstanding merit 
of a new form is that it goes some way to obviate 
such dangers. 

The advantages of a form like this are very 
real but so also are the dangers. Among the 
latter is the fact that it may be toc readily 
assumed that the form will fit all circumstances. 
Of course it cannot and the Institution in recom- 
mending the General Conditions are careful to 
add that “they may, however, be added to or 
amended as may be required to suit each par- 
ticular case. In order to facilitate checking, it 
is recommended that if the Conditions are 
reproduced with additions and alterations these 
should be made so as to attract attention.” 
To this sound advice it should also be added that 
when such changes are made care should be 
taken to see if they are likely to clash with or 
affect any of the remaining unaltered clauses. 
Failure to make such a check is one of the pitfalls 
presented by even the best of standard forms. 


EDITORIAL NOTE 
‘“* Engineering Contracts *’ were the subject of 
a series of articles by Mr. F. H. B. Layfield 
published in ENGINEERING (vol. 182, 1956, 
pp. 137, 201, 265, 329, 393, 457, 521, 585, 649, 
713. 745, 777 and 811). The series is available 


from ENGINEERING, 36 Bedford Street, London, 
WC2, as a reprint, price 8s 6d. 
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Union to Promote 
Employers’ Product 


A’ unconventional use of union funds, 
that would raise no eyebrows in the 
United States, has cropped up in 
Nottingham where lace workers are to 
spend £1,000 of their union funds in 
advertising lace products. 

The common-sense observation “The 
prosperity of the industry is just as 
much our responsibility as the manu- 
factuers’,”” was made by the secretary of 
the Amalgamated Society of Operative 
Lacemakers, Mr. John Flewitt. 

The union’s secretary takes the edict 
of Mr. Alfred Robens, once the Labour 
Party spokesman on labour affairs, 
that the strike is an archaic weapon, a 
Stage further. Mr. Flewitt has declared 
“ Hoarding union money to spend on 
strikes is outdated.” 

Other unions have taken to spending 
money advertising their advantages. 
There is no evidence yet of other unions 
following the lace workers and, for 
instance, seeking export orders. 


A Trend Towards 
National Wage Equality ? 


Equal pay for equal work has long been 
the slogan of the campaigners for higher 
pay for women. 

It looks now as if the emphasis may 
increasingly be upon the equal work 
and that application of the idea will 
spread, not only in womens’ employ- 
ment but among the working popula- 
tion in general. 

The Guillebaud report, based upon 
comparison with outside, comparable 
and therefore in a sense equal work, 
has now been brought into application 
on the railways. Certain unseemly 
tussles on the fringes of the Transport 
Commission’s preserves only indicate 
that if all jobs are equal to something, 
some are more easily seen to be equal 
than others. 

Not without criticism the Civil 
Service pay research unit has settled 
down to its work and been very broadly 
accepted. Now come the first signs of 
the movement for work comparison as 
a way of determining wages beginning 
to spread 

As so often happens in union matters 
the transport men are giving a lead. 
The London busmen are urging that 
there should be a Guillebaud inquiry 
into their rates of pay, overtime and 
special conditions. 


Large and Small 


But the United Kingdom is a land of 
small firms, the proportion of the 
working population employed by the 
giants, by AEI, English Electric, ICI, 
Hawker Siddeley, is tiny compared with 
those in companies employing 50 to 
100 people. In the engineering indus- 
tries national bargaining has eliminated 
the significance of this difference but 
the difficulties of work comparison 
would be enormous. 

Certain groups are unique. 
compares with coal mining, 


What job 
or agri- | 
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cultural labouring, or shipyard welding? 
By functional description such jobs 
stand apart, but as work comparison 
gains ground the underlying relation- 
ship that links all these operatives 
together must be taken into account, 

For many millions of the working 
population responsibility ends with 
carrying out the order of a foreman. 
Acting, or not acting, in the correct 
manner affects only the limited field of 
the individual operative’s work 

At this level all these diverse activities 
are equal, a fact recognised in the 
traditional broad similarity of reward 
As job comparison gains influential 
supporters this view of its application 
may gain ground. 

The obvious benefit of action along 
these lines in tidying up the infinitely 
complex pattern would be the reduction 
of the tendency for one wage claim to 
leapfrog the claim in front, setting up 
pressure from the leapfrogged to do 
the same, ad infinitum. 

Yet all this could take a century to 
become broadly accepted. For how far 
extends the responsibility of the un- 
skilled man carrying out a_ simple 
assembly line function in a car works? 
If he fails in his humble task, which is 
all he is paid to do, the whole line may 
come to a halt. Even if it does not, 
the eventual finished car may develop 
an expensive fault months after, with 
local damage to the company’s name 
and even possibly loss of life. 

Facts like this would be sure to be 
put to any pay research committee on 
the engineering industries, and it would 
be a brave man who sought to draw the 
conclusions. 


From Graduate-apprentice 
to Manager in 15 Years 
Mr. James Gavin Warnock who, as 


reported on our Companies page this 
week, has been appointed manager of 


English Electric’s new hydroelectric 
division, was born in London on 
28 May, 1925 He graduated from 
Glasgow University with first class 


honours in mechanical engineering and 
joined the company as a _ graduate 
apprentice in May, 1945. 

During his apprentice training he was 
sponsored by the company to attend a 
post-graduate course in hydroelectric 
power engineering at Imperial College, 
London, and in December, 1947, was 
appointed assistant designer in the 
hydroelectric design department In 
June, 1950, Mr. Warnock became 
assistant project engineer in the hydro- 
electric design section at Rugby and, 


in January, 1952, project engineer at 
John Inglis in Toronto He later 
became manager of John _ Inglis’s 


hydraulic department 


Pye Take-Over 
Not to Affect Temco Staff 


Mr. C. Stanley, the chairman of the 
Pye company, victors in the battle to 
take over the Telephone Manufacturing 
Company (Temco), has assured its 
3,000 employees that their future will 
not be adversely affected. Indeed, 
Mr. Stanley sees the position in an 
even brighter light. He has told the 
Temco chairman, Mr. C. H. Jackson, 
that the position of his men and women 
will be improved as members of a 
larger organisation. 

Mr. Jackson continues as chairman 
of the company and Pye are to appoint 





one of their directors as vice-chairman. 


As an entry to Post Office work, and 
with the bounding Pye _ enterprise 
behind it, Temco may well be the scene 
of vigorous development in the future. 


United Steel Not Joining 
State Pension Scheme 


The United Steel Companies, after 
consultation with its employees, is to 
contract out of the graduated state 
pension scheme. The decision will 
apply to all members of the staff and the 
works pension funds. 

United Steel explains that both funds 
are contributory Membership is a 
condition of employment for all over the 


age of 21 who have completed the 
company’s qualifying period. 

The only material alteration in the 
conditions of the funds has been the 
raising to 25 of the entry age for 
women. 


Take Your Work Study 
Problem to Loughborough 


Realism is to be brought to the courses 
in work study and method study 
Loughborough College of Technology, 
Leicestershire, this autumn by the use 
in group studies of problems from the 
organisations sending their employees. 

Loughborough is obviously making 
a substantial contribution to the study 


of both subjects in bringing together a | 


large number of industrially employed 
staff whose most important qualifica- 
tion for the courses will be ability to 
benefit from them. 

The College suggests to sponsoring 
companies that they should put forward 
staff with suitable personal qualities, 
enough initial technical knowledge, and 
who are familiar with the processes and 
practices of their own particular fields. 

The first, and briefest, course lasts 
two days, 21 and 22 September, and 
concerns management appreciation in 
work study. This is to acquaint 
directors and general managers with 
the contents of the succeeding longer 
courses. This has two purposes: to 
enable the executives to the 
value of the courses and to make the 
fullest use of staff who attend them. 

For ten weeks, 26 September to 
2 December, the main course in work 
study will be taking senior staff through 
lectures, demonstrations, 
laboratory work and actual projects in 
industrial works and The 
College point out that not even the 
ten week course can give the full 
training for a work study practitioner. 


assess 


discussions, 


offices 


Experience 
Intensive practice on the job ts necessary 
and it can be arranged for those who 
have taken the course to be placed 
with a suitable company for three 
months under trained supervision. 
More briefly, from 26 September for 
three weeks, the basic course in work 
measurement goes from the history of 
work measurement through a variety of 
work study subjects, including the 
application of work measurement to 
automatic and flow production pro- 
cesses, and work measurement as a 
basis for financial incentives, to work 
measurement as a basis for managerial 
control. 


A further basic course, of three 
weeks from 17 October, handles a 
number of the fundamentals and 


practices of method study. 


at | 


The advanced techniques course in 
work measurement, from 7 November 
for two weeks, includes consideration of 
rating technique, statistical methods in 
work measurement, the use of work 
measurement as a basis for financial 
incentives directed to maintenance and 
clerical work, and among other subjects, 
developments in the conduct of formal 
relations between trade unions and 
management. 

For two weeks, ending on 2 December, 
the method study, advanced techniques, 
course will include applications of 
method study to non-repetitive work, 
ergonomics, a number of economic 
considerations in production, photo 
graphic techniques, cybernetics as an 
advanced management technique, linear 
programming, and various considera- 
tions of communications. 

Finally, from 5 to 9 December, a 
course for departmental managers, 
foremen, technical specialists and shop 
stewards will seek to acquaint this 
cross-section of those who come into 
contact with work study with its aims, 
methods and purposes. 


New Association of 
Management Teachers 


Out of last month's Pembroke College, 

Cambridge, conference has emerged a 

new body for those concerned in the 

teaching of management skills. To be 
known as the Association of Teachers of 

Management, it has three membership 

groups. They are: 

Founder members—management 
chers who were members of 
European Productivity Agency 
Birmingham groups supporting 
Pembroke College conference. 

Industrial members-—people engaged on 
management education in business 
and the public services who are 
invited by a member and approved 
by the executive committee. And 

Academic members-—People with suit- 
able academic or professional qualifi- 
cations who are responsible for teach- 
ing on advanced management courses 
of graduate or post-graduate standing, 
such being supported by 
‘serious *’ management research 
work, or people responsible for direct- 
ing such research work. 

While broadly aiming at raising the 
professional standards of management 
teachers, the new body intends to 
encourage management research and 
the development of management educa- 
tion; to provide for the exchange of ideas, 
research findings and experience, and 
to assemble and represent the views of 
members on common problems. 


tea- 
the 
and 
the 


courses 


Technical Training awards 
in New Zealand 


The Simms Motor Units Awards, to the 
outstanding students in auto-electrical 
and auto-diesel studies in the North 
Island of New Zealand, have again 
been presented this year. 

The awards were first offered some 
years ago by the managing director, Mr 
E. H. Nelson Mee, of Simms Diesel and 
Electrical Services, who are agents 
for Simms Motor Units in the North 
Island. 

The presentation is made to the twe 
students when they attain their final 
trade certificates for which examination 
are held under the authority of the New 
Zealand Motor Trade Certification 
Board. 


PORTABLE 
GENERATOR 


Stabilised Output 


T" latest addition to the Abem range 
of portable generators is model 
GA-1186 which has an output of approx- 
imately 600VA 
The set consists of two parts, the 
engine and the generator The two 
clamp together and the drive is by belt. 
The engine is an ILO-175 air cooled 
single cylinder unit which will develop 
2:2 h.p. at 3,600 r.p.m. It is fitted with 
an air filter, a silencer, rewind rope 
starter and an adjustable governor that 
will maintain speed constant to within 
2 per cent. A full tank of 2:3 litres is 
sufficient to run the set for 2 hours at 
maximum load, The weight of the unit 
is 14 kg or about 30 Ib 
The generator is a_ two-frequency 
machine using a twin rotor with two sets 
of permanent magnets and a stator with 
two single phase windings. It is rated 
for a maximum current of 3A and there 
1S provision for nominal voltage outputs 
of 100, 200 and 300V. The two standard 
frequencies are 660 and 220 c/s: others 
can be supplied on request. It weighs 


PROJECTOR 


Profile Comparator 
and Episcope 


T" Revelation is one of the series of 
Magnotic comparators for bench 
and toolroom work 
The other units are the Heliscope for 
simple direct comparison and _ the 
Vertex, which is essentially a_ reflex 
version of the former with an enlarged 
sereen 


The Revelation is designed for inspec- 


tion work and has four magnifications 
10, 25, 50 and «100. Corre- 
sponding field diameters are 1:2, 0:5, 


0-25 and 0-12 in. Achromatic lenses are 
employed and green filters incorporated 
to reduce eyestrain. The optical system 
sensibly constant illumination 
the paraliel beam, light being 
supplied by 100 watt lamps working on 
12 V a.c. lamps 

The compound work table is hand 
finished and has a large diameter drum 
micrometer, both for adjustment and 
me The screen is 13 in by 
12 in and the field projection is 10 in dia- 


gives 


across 


surement 


meter The worktable is &:-Sin by 
+-Sin with 2°Sin travel fore and aft 
GLOVE BOX 
Glass Fibre 
Construction 
R' ENTLY introduced the Secray 


Mark III glove box has glass fibre 


construction with a turntable for the 


working surface 

The 
radioactive 
Glass 


box was originally 


and 


designed for 
materials 
made it 
corrosion resistant and also reduced the 
weight In the standard model, two 
6 in glove ports are provided in the main 
window giving access to an illuminated 
rotating table. An 8 in bag port allows 
for passing components into the box. 

At the centre of the dome shaped roof 
is a 61n 


other toxic 


fibre construction has 


explosion port sealed by a 
rubber ball which will lift if the internal 
pressure exceeds | in water gauge. A bag 
ring 1s provided to enable the released 
gases to be evacuated through 
laboratory extraction system. A partial 
vacuum of 4in water gauge can be 
maintained inside the box by an ejector 
vacuum pump. A Vokes extract filter is 
fitted inside the box, 

The whole box is mounted 
tubular stand with castor wheels 


the 


on a 
The 
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19-Skg (46 Ib) A control box with 
voltmeter ammeter and frequency indi- 
cator, overload fuse and switches com- 
plete the equipment 

The two main items can be mounted 
on carrying frames (weighing 44 1b 
each) which can be slung on the shoulders 
No additional tools are needed for 
clamping the units together on site. 
The set was originally designed for use 
with the firm’s Turam and Compensator 
equipment for ore prospecting by 
electroinductive methods but can be used 
for any other application where a stable 
a.c. supply is required. AB Elektrisk 
Malmletning, Danderysgatan 11, Stock- 
holm, Sweden 





and 0:75in transversely 
vertical adjustment of 2:5 in 
The lamphouse for profile projection is 
centrally mounted, and those for surface 
and deep hole projection one each side 
beneath the viewing screen. The table is 
placed centrally in the triangle. The 
screen is fine textured etched glass with 
four pivoted spring fingers for clamping 
templates A protractor can be fitted 
instead. Heston Aircraft and Associated 
Engineers Limited, Hounslow, Middlesex 


There is a 


turntable is a polyester moulding and is 
carried by six castors clear of the inside 
floor to allow for decontamination. It 
can be locked by a foot brake. All leads 
Pass up the central column through the 
rotary seal Outside 


dimensions are 
6ft Sin high by 4ft 3in diameter 
Seton Creagh Engineering Limited, 


GW Trading Estate, London, N.W.10 
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VACUUM 
OVEN 


Glass Fibre Body 


HE new range of DAG vacuum ovens 
has been designed for both labora- 
tory and general use 
The interior is made of anodised 
aluminium and is electrically heated. 
Temperature is controlled by a thermo- 
stat. In the aluminium alloy door is an 
observation window through which 
progress can be watched. The door is 
hinged so as to give a self-centering 
action and is fitted with a quick acting 
fastener. The arrangement of the shelves 
can be varied to suit special requirements 
On the door are fitted two vacuum 
taps and a vacuum gauge calibrated in 
inches and millimetres Thus all pipe 
work is eliminated and servicing reduced 
The thermostat control and an indicator 
light are fitted on the front of the oven 
A dial thermometer can be provided 
The ovens are made in three sizes 
Type I has interior dimensions of 12 in 
diameter by 12 in straight length. Two 
shelves are fitted, the distance between 
them being 4in. The temperature range 
that can be covered is from ambient up 


POWER 
BARROW 


7 cu. ft Capacity 


TH power barrow illustrated has a 
capacity of 7 cu. ft heaped or 

5 cu. ft level for liquid 

It is designed as a general purpose 
machine for use on building 
factories, market gardens, nurseries, or 
farms. It is claimed that it will do the 
work of three men using hand wheel- 
barrows, and cause less operator fatigue 
No previous experience is required to 
operate it 

The only control is the clutch lever 
with this disengaged the barrow is 
locked even when standing on a downhill 
slope. If it is required to shift it by 
hand, a dog can be disengaged freeing 
the driving wheel 


sites, 


Power is supplied by an air cooled 
petrol engine rated at 3}h.p. when 
running at the governed speed. Fuel 


consumption is approximately 1 gallon 
per working day. The entire power unit 
is mounted on the drive wheel assembly 
which can be turned through 360°, 
allowing the barrow to turn in its own 
length. 


INVOLUTE TESTER 


Takes Gears up to 
24 in Diameter 


HE No. 3 involute tester is a larger 
machine than the No. 2 and will take 
gears up to 24 in base circle diameter 

The maximum weight that the supports 
will take is 1,000 Ib, and shaft and arbor 
mounted gears can be accommodated 
between centres up to 18 in diameter and 
24in long. The machine stands on a 
Meehanite pedestal and is suitable for 
use on 110 or 240V 50-60 cycles supplies 
The stylus moves 12 in vertically. 

A disc of diameter equal to the base 
circle of the gear under test is mounted 
coaxially with it, and the straight edge 
carrying the indicating mechanism bears 
against this disc. The straight edge is 
moved by power or hand and rotates the 
gear: the stylus follows and gears against 
the tooth profile. Any deflection of the 
stylus shows a deviation from an in- 
volute and is recorded electronically. 
A straight line shows a true involute 

Special features of the machine include 
taper roller bearings with a bore of 2 in 
on the spindle that carries the gear under 
test. A quick withdraw attachment 
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to 150° ¢ 
to within 2° ¢€ 
obtainable is 
18 in 
21 in high 
alternating current of 
250V, 50 cycles 

Type 2 oven is generally similar, but 


the thermostat gives control 

The maximum vacuum 
30 in The oven measures 
wide by 22in long and stands 
it is normally supplied for 
100/120 or 200 


the interior dimensions are I5in dia- 
meter by 18 in deep. Type 3 is the same 
as type 2, but has a door each end 


D. A. Gunn (Engineering) Limited, Park 
Road North, A¢ London, W3 


ton 
fon, 





The 
carried depends 
to be traversed and the gradients to be 
negotiated, 
5 and 
a single hand one 
hand to operate it) and return to 
normal position is automatically locked 


maximum payload that can be 


on the road surface 


but ranges between 
The 


lever 


up to 
bucket ts tipped by 


(needing only 


7 cwt 


on 


The overall dimensions are 54in long 
by 41 in wide and 39 in high, and the 
weight is 260 Ib irden Plant Limited, 


Sopers Lane, Poole, Dorset 








enables the stylus assembly to be with- 
drawn I4 in so that gears can be loaded 
without risk of damage 
is sensitively balanced to retain the 
accuracy of the electronic recording 
while the bias allows both flanks of the 
gear to be checked. J. Goulder and Sons 
Limited, Kirkheaton, Huddersfield 


The stylus head 
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WELDING METER 


For Efficiency 
and Costing 


ECENTLY announced is a 
meter for measuring the 
condition in a welding arc. 

The instrument can be used for costing, 
calculating efficiency and improving 
production techniques, as for example 
in determining the ideal cooling rate for 
various metals 


welding 
electrical 


The unit consists of a 
watthour meter, ammeter, voltmeter, 
and protective relay all housed in a 
compact case measuring 164 in by S#in 
by 64in. It is suitable for switchboard 
or wall mounting. From the meters the 
arc voltage and current and the total 
energy consumption can be read directly 

The relay is incorporated to 
protection against 
the meter 


give 
over-current im the 
being used with an 
current transformer ratio \ 
current transformer for 
stepping down the current from 100, 300, 
500 or 1,000 A to 5A can be supplied 
tor use with the instrument 


event of 
incorrect 


four range 


This gives 
coverage for most welding currents 

The watthour meter pointer 
which moves over a 41n diameter scale, 


has a 


PUMPING SET 
10,500 Gallons 
Per Hour 
addition to the 
pumping the model 2D2 


vhich up to 10,500 gallons 
hour 


RECENT 
sets 1S 


will deliver 





per 
The pump is a 2 in model and will work 
against a Maximum total 
At 8Oft head the 
gallons per hour, rising to 8,300 g.p.h 
at 50 ft and to over 10,000 at 30 ft. The 
3S lb per sq 
suitable for 


RR it 
delivery is 3,000 


head of 


delivery of 3,000 g.p.h. at 
in makes the unit spraying 
purposes 


The pump is self priming up to the 


maximum suction lift without levers or 
valves. It will operate on sandy or 
muddy water The chamber is avail- 
able in several materials to suit the 
liquid being handled, and renewable 
wearing plates are fitted The impeller 
is Of the open trash type screwed to the 
shaft and can also be made in materials 


to suit requirements. The seal is a dual- 
faced oil-immersed unit housed in an oil 
reservoir outside the chamber, keeping 
t free from the liquid being pumped 

The engine used for the set is an Enfield 


SKATE 


For Machine 
Transport 


TH Vulca-Skate is designed to enable 
heavy machines to be moved 
the minimum of lifting 
Basically it consists of a heart shaped 
plate with three castor wheels 
Each of the castors is mounted on a ball 
bearing and can with 
ease The safe working load of a Skate 
is 14 tons so that machines up to a total 
weight of 6 tons can be carried on four 
Skates—one to each corner or 
To use, the machine is first raised a 
matter of 3 in to allow the Skate to be 
under, and then lowered on to it 
The machine can then be moved about the 
shop as required for the change in lay 
out, or to the maintenance shop for 
overhaul. Lowering is equally simple 
When machines are standing on Level- 
Mounts, the procedure is easier: the 
lock nuts on the supporting screw are 
slacked off and the machine jacked up 
by turning the with a spanner 
The Skate will run over the plate of the 
Level-Mount and the machine can be 
lowered by the screw. Inserts are avail- 


with 


steel 


therefore swivel 


foot 


slid 


screw 


range of 
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revolution of 
equivalent to 100 watthours at a 


one the pointer being 
trans- 
For other ratios 
must be 


be reset to 


former ratio of 100/5 
a multiplying constant used 
The pointer can zero after 
each welding operation by depressing the 
knob in the meter glass and turning anti- 
clockwise The total 

recorded on the meter 
ammeter and the voltmeter 
4in moving 
adjusters are 


are 
The 
the 
Zero 
cover 
volt- 


watthours 
register 

are of 
pattern 

through 
plates in the meter window The 
meter ts scaled 0 to 120 V and is marked 
1 volt per between 20 and 45 
which is arc range 
120 A and 


square iron 


accessible 


division 
the 
is scaled 0 to 


volts 
The 


normal 
ammeter 


reads direct for a transformer ratio of 
100 5 For other ratios a constant 
factor must be used English Electric 


trand 


Company Limited, Marcon House, 
WC2 


London 





model 350 


single cylinder 
4:5 hp. at 3,000 
rpm It ts close coupled to the pump, 
which 


very 


ir «cooled 
diesel, deve loping 


with the design of seal, 
unit A over- 
fitted to pump to run 


as efficiently on snore as on full bore, as 


Rives a 
compact governor 


ride 1s allow the 


well as cutting down the fuel consump- 


tion 

The standard unit is mounted on a 
steel trolley as shown, with two rubber 
tyred wheels. Handles, leg and axle 
are removable for packing. Complete 
the set weighs 360 Ib Other types of 
mounting are available Goodenough 
Pumps Limited 1/2 Jermyn Street, 
London, SW] 








able to fit in the 
the three 
screws, 4 1n, 


Skate to 


the 
sizes of Level-Mount 
sin and 3 in The wheels 
of the Skate will straddle plates of 3 in 
by 3in or 6in by 6in and nuts of the 
screws lock to steady the 
Vulcascot (Great Britain) 
Abbey Road, London, NW8 


recess of 
Suit 


machine. 


Limited, 87 
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SPARK EROSION 
MACHINE 


Large Work 





T" Sparcatron Mark V machine has 
a Capacity for handling large work 
pieces 
The machine has a work tank measur 
ing 321n by 244 in by 16 in deep and a 
table 224 in It 
44 gallons of electrolyte. It 


area of 28 in by holds 
s mounted 
sub-base with a 
12 in Micrometer dials 
are fitted graduated in 0-001 in divisions 


There are 


on an adjustable lateral 


adjustment of 


quick acting clamps for 
locking the sub-base in position 
The 


on the column 


four 


swivel 


mounted to 
a back and front 


servo-head is 
and has 
adjustment of 10in 





Again there is a 
dial graduated in 0: OOlin divisions 
The head can also be tilted with respect 
to the vertical The spindle ts mounted 
in pre-loaded recirculating ball slides 
and a drive from the servo-motor ts taken 
through gearing and a coarse pitch 
screw and nut which is fitted with 
backlash compensation Electrodes up 
to S50lb in weight can be used and 
there is adjustable spring balancing 
arrangement for the electrode and 
GATE END BOX 

Breaking 
Capacity 240A 
TH SGU gate end box is a flame 
proof unit for the control of small 
motors 
It is fitted with earth leakage pro 
tection, an intrinsically safe earth leakage 
lockout circuit, and low voltage control 
circuit Two auxiliary de sockets are 
provided or remote control and 
sequence facilities are fitted 
The welded steel case is divided into 
two compartment The upper com 
partment contains a triple pole reversing 
isolating switch with a tested breaking 
capacity of 240A at 650V, 0:25 power 
factor, and the outgoing busbars which 
have a continuous rating of 300A The 
lower compartment contains the con 
tactor and its control and protective 
equipment which are mounted on a 
withdrawable chassis for ease of main 
tenance The contactor is continuously 
rated for 30A and will make and break 
240A at 65SOVN 0.245 p.f The contacts 
are enclosed by arc chute liminating 
the need for blow-out coils 
Overload protection is provided by a 


CONVEYOR 
BELTING 
Corrugated Sides 





[' is d for a new conveyor 
belti at the corrugated sides 
increase the capacity and possible work 


’ 
ing gradient 
The 


widths 


be lIting 1s being made in standard 


from 9%in to 36in and with 
corrugated sides of cither 2in or Jin 


high It is constructed of rubber and 


canvas, the number of plies being chosen 
for the 

The corrugated sides form tough walls 
straight the 
ends, and they increase the load carrying 


cent for 2 in 


load 


on the without tension at 


capacity by 25 per height 
and by 50 per cent when 3in high 
The side walls also allow an increase in 
the working gradient up to as much as 
25 depending on the material 
being handled; an increase can also be 
obtained by fr flights. A_ site 
test showed that 4 in small coal could be 
elevated at an angle of 40° without 
difficulty Another economy ts that one 
parallel idler will replace from three to 
five troughing rolls Limited, 
New Whittington, C hesterfield 


per cent, 


bber 


Numec 








spindle A vernier covers the full servo 
stroke of 6in and limit stops are pro 
vided The head has a vertical adjust 
ment of 10 in The minimum distance 
from the spindle nose to the sub-base 
is 11} in and the maximum ts 27} in 


Power 1s supplied by two units: a type 
RIG for roughing and a finish control 
cabinet for fine work The RIG operates 
in conjunction with a rota rectifier but 
the finish cabinet has metal rectifiers 
contained inside it Removal rates are 
up to 6 cu. in per hour. Fume extraction 
and electrolyte circulating and filtering 
plant can be supplied for the machine 
impregnated Diamond Products Limited 


Tuffley Crescent, Gloucestershire 


= 





triple solenoid operated relay with two- 
rate dashpots. Earth leakage is covered 
by a ring type core balanced transformer 
and relay which trips at2:5A. The lock 
out circuit ensures that the contactor 
cannot be closed while there is a fault 
on the outgoing line Belmos Company 
Limited, Bellshill, Lanark shire 





a ty 








19 August 1960 ENGINEERING 





Founding a Bridge Abutment on a Fault 


Wentbridge Viaduct proved 
to be so sited that the south 
abutment is above an un- 
recorded fault in the sand- 
stone. A drilled concrete 
foundation 60 ft deep has 
been constructed. 


[* THE preliminary designs for the Wentbridge 

Viaduct it was proposed to construct the abut- 
ments on drilled concrete foundations above a 
sandstone bed. When drilling reached the 
expected foundation level the sandstone had not 
been met and what had been thought to be a 
straightforward foundation job turned out to be 
exceedingly difficult. 

In fact, the formation of the Middle Coal 
measures on this site proved unexpectedly com- 
plex, arousing considerable interest among local 
geologists and, though various opinions have 
been put forward to explain the conditions, the 
weight of evidence now appears to indicate that 
a major fault, the presence of which had not 
previously been recorded, crosses the Went 
Valley in Yorkshire. 





Fig. 2. Auger equipment, showing particularly 

the boring head. In the background, a Hoch- 

strasser chisel (hung from a second machine) is 

being used to begin the excavation for a second 
shaft. 


Economic Foundations Limited of 161 Victoria 
Street, London, SW1, who specialise in drilled 
concrete foundations, were engaged as sub- 
contractors to sink deep cylindrical foundations 
for the south abutment for the viaduct, which is 
north of Doncaster and forms part of the Al 
London-Edinburgh-Thurso trunk road. In 
charge of the contract, as agents for the Ministry 
of Transport, are the West Riding County 
Council, whose engineer and surveyor is Mr. 
S. Maynard Lovell, O.B.E., M.LC.E. Taylor 
Woodrow Construction Limited are the main 
contractors. 

SANDSTONE BED 

The viaduct itself is illustrated in the architect’s 
sketch on this page, Fig. |. The main deck is 
of post-tensioned box girder construction con- 
tinuous over three spans with cantilevered foot- 
paths, and the inclined legs are to be of cellular 
reinforced concrete construction. The overall 
length of the viaduct between the butments is 
476 ft and the propping points above the inclined 
legs are at 190 ft centres. The width of the 
prificipal box section construction is 61 ft and 
the overall width of the viaduct, including the 
footpaths, 78 ft 4 in. 

Preliminary surveys had indicated a massive 
bed of sandstone at a suitable level on which 





Fig. 1 Architect's sketch of Wentbridge Viaduct. 


to found the abutment, but when that level was 
reached during drilling it was discovered that 
the sandstone which was so much in evidence a 
few yards away had disappeared completely, 
though the overlying strata, with their approxi- 
mately level bedding, gave no indication that this 
was the case. 

Further borings indicated a very sharp dip of 
about 55° occurring locally in the sandstone 
stratum alone which was not reflected in either 
the overlying or surrounding measures. Because 
of the dip, the main bed of sandstone proved to 
be approximately 60 ft below the base of the 
abutment and lying at an incline, with bands of 
clay and medium to soft sandstone above it. 
At this stage of the contract and in the belief 
that the excavation area was free of water, the 
work of installing 4 ft 6in diameter foundation 
cylinders, excavated by auger, was put out to 
tender and Economic Foundations’ offer for 
unlined cylinders was accepted. 

SUBTERRANEAN WATER 

When piling was put in hand, however, sub- 
terranean water in large quantities was encoun- 
tered at a depth of about 25 ft (less than half the 
piling depth). De-watering trials showed that 
in the circumstances it would not be practical 
to de-water the area and it became evident that 
drilling by auger, without the use of linings, 
could not be used to form a satisfactory pile. 
The shaft would have to be lined for the greater 
part of its length and, as the temporary lining 
normally employed with the auger system are 
only suitable for depths up to 30 ft Oin, it was 
decided to introduce the Hochstrasser Weiss 
system for which Economic Foundations Limited 
have the sole rights in the United Kingdom. 
Changes in the design were then made to replace 
the 4ft 6in diameter augered piles by | metre 
Hochstrasser cylinders. The gross design load 
to be taken at foundation level below the south 
abutment is 14,350 tons and it was decided 
that 29 cylinders should be driven to support this 
load, i.e., very nearly 500 tons on each. All the 
piles are vertical, no rakers being employed. 

In practice it was found that the best method of 
forming the piles was the combination of the two 
systems; by augering the shafts where possible 
and employing the Hochstrasser chisel and 
hammer grab where hard bands were encoun- 
tered. 

The auger equipment used, which is British 
designed and made, is illustrated in Fig. 2 and 
consists of a boring head mounted on a 43 RB. 
The square-section Kelly bar is chain driven 
through a rotary box and, to assist boring through 
hard material and withdrawing the auger, if held 
down by suction, a hydraulic unit is fitted above 
the boring platform to utilise the deadweight 
of the machine (50 tons) to exert extra pressure. 

The Hochstrasser system is shown in Figs. 3 to 
5. The principal component of the system, 
shown in Fig. 3, consists of the lining tube made 
of Corten steel with a swinghead at the top. In 


the case of Wentbridge, the tubes were | m in 
diameter and for a length of 60 ft weighed 4 tons 
each. The swinghead, which has an overall 
length of 15 ft and weighs about 34 tons, is air- 
operated and oscillates through an angle of 30 
(+ 15° about the rest position). As the swing- 
head reaches the extreme of of its side travel it is 
brought to rest by a stop which transmits a 
shock load through the liner to assist driving. 
In the size of equipment used at Wentbridge the 
swinghead operates at approximately 25 blows 
per minute. To start the liner a 10 ft guide tube 
is first sunk in position and plumbed. This is 
sufficient to correctly locate and align a 60 ft 
liner ready for driving. The liner will then 
settle under the combined action of its own 
weight and the percussion load from the swing- 
head. Spoil is normally removed using a 
hammer grab, but if the material is extra hard 
it can be broken up using a drop chisel (Fig. 4). 
When foundation depth has been reached the 
concrete is fed into the tube from a skip. 

To withdraw the liner, a sealing cap is fitted 
into the top of the swinghead and an internal 
pressure of approximately ISlb per sq. in 
(gauge) maintained within the tube. This is 
sufficient to carry the deadweight of the liner. 
Friction forces round the side of the liner 





Fig. 3 A Hochstrasser liner (after withdrawal). 

At the top of the liner is the swinghead which, 

air-operated, provides percussion loads to assist in 

driving and freeing the liner. On the right is a 

second machine equipped with an auger but being 
used for concreting the shafts. 
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are overcome by the direct pull on the crane 
hook, assisted by the swinghead. Occasionally, 
on very long piles, this operation is assisted by 
placing a pole under the jibhead and using a 
5 reeve pulley system. 

At Wentbridge, after excavating down to the 
main sandstone bed, the Hochstrasser tube was 


Fig. 4 (helow) 
cause it to turn as it drops through water, so increasing its 





Hochstrosser chisel; it is fitted with vanes that 


effectiveness in 
up hard material. 
A Hochstrasser 

grab, 


breaking 
(Left) 


hammer 


Fig. 5 (right) Fitting the 
sealing cap prior to with 
drawing the liner. The 
illustration also shows in 
some detail the swinghead 
which is 15 ft long, weighs 
34 tons and is air operated. 


introduced as a temporary lining to retain loose 
materials and prevent them inter-mingling with 
the concrete being used to form the piles. Pene- 
tration of about Sft into the hard rock was 
obtained by excavating into the main bed, using 
the Hochstrasser chisels and grabs. 

The concrete itself was carried 


out under 





water using tremie the 


pipes. As 
progressed the lining tube was raised in three 


concreting 


stages. The lift from the 43 RB was aided by 
compressed air and sometimes by a pole under 
the jibhead as just described, and the swinghead 
was also employed to break down friction 
between the liner and the concrete and between 
the liner and the surrounding stone and clay. 
Economic Foundations claim that the project 
well serves to demonstrate the flexibility of cylin- 


drical foundation construction with the two 
systems—auger and Hochstrasser—employed 
together. 





Curtain Walling in 


Curtain wall construction was first devised 
and put into use by William LeBarron Jenney 
in Chicago in 1883. Jenney, together with John 
Wallborn Root and Louis Henry Sullivan, were 
three of the architects who were concerned with 
the reconstruction of that city following the 
disastrous fire in 1871. They were possibly the 
first to comprehend the architectural potential 
of the new materials then being introduced. 

The work of these three became known as the 
Chicago School and Jenney’s especial contribu- 
tion, that of the steel frame structure, first used 
in his Home Insurance Building in 1883, became 
known as “ Chicago construction.” That was 
the first occasion when exterior walls did not 
support floor loads but acted purely as a cladding. 
Designers had realised that the structure's 
skeleton could be an architectural feature. 

These early beginnings of curtain walling will 
be outlined by Mr. George Edson Danforth 


the United States 


when he lectures on the curtain wall technique 
at an international symposium to be held at the 
Royal Institute of British Architects in London 
on 5 and 6 September. Mr. Danforth is a 
director of the Institute of Technology, Chicago, 
and chairman of the department of architecture 
at Western Reserve University, Ohio. For many 
years he has worked with Ludwig Mies van der 
Rohe. He is a special consultant to the United 
States Steel Corporation and, as such, has a 
special interest in steel curtain wall buildings. 
There are now, reports Mr. Danforth, 
upwards of a thousand steel curtain wall build- 
ings inthe USA today. The particular advantage 
of the technique he ascribes to the ease and 
speed with which the panels can be put into 
position. In addition, porcelain enamel sheets 
are virtually maintenance free, requiring no more 
than soap and water washing at intervals; colour 
presents no problem. Damaged panels, too, like 





broken window panes, can be easily and inex- 
pensively replaced. There is also the flexibility 
that this construction form gives in the face of 
plant redesign and expansion. 

The major part of his lecture will be devoted 
to detailed case histories of six buildings: Bloor 
Building, Toronto; National Bank of Detroit; 
Gateway No. 4 Building, Pittsburg: White 
Castle General Office Building, Columbus; 
Union Carbide Building, New York; and Potts- 
town Hospital, Pottstown. 

There have been difficulties in making these 
wall claddings adequate to meet the vagaries of 
the weather and air pollution, and to give them 
good insulation and fire resistant properties, but 
Mr. Danforth claims they are now overcome. 
In respect of these last properties, four US 
national codes have recently been re-written to 
embrace curtain wall construction and most 
major cities have or are re-writing their by-laws. 


Providing Economic Services for Hospitals 


Hospital design and construction is to be 
investigated by the Building Research Station and 
a programme of research is now being arranged 
with the Ministry of Health and the Department 
of Health for Scotland. This is announced in 
the Annual Report of the Station just published 
(Building Research 1959, published for the 
Department of Scientific and Industrial Research 
by HMSO, price 7s, plus 6d postage). 
Government expenditure on _ hospitals is 
expected to increase substantially—it may amount 
to £300 million over the next six or seven years— 
and there is much scope for rewarding research 
in this field. For example, the cost of engineering 
services in hospitals (heating and ventilation, 
operating theatre services and lighting) can 
amount to a third of the total building cost. 
Ways of providing these services more econ- 
omically will be studied by the Station. Cost 
studies will also be carried out on _ recently 
constructed hospitals in an effort to identify 
other parts of the building process where 
economies might be achieved. It is hoped that 


it will be possible to pick out anomalies in 
building costs between different hospitals of 
similar capacity and to trace the causes for 
the differences. 

Engineering services are important not only 
in hospitals. In most large buildings engineering 
installations have become increasingly complex 
and expensive. Their integration with the 
building design and in the process of construction 
frequently cause dislocation and delay. The 
Station is investigating these problems also. 

For example, to be effective barriers to sound, 
walls and floors should be as massive as possible 
but with recent advances in structural design, 
sound insulation now requires much additional 
and otherwise useless weight in partitions in 
flats, schools, hospitals and offices. As a con- 
tinuation of field work, two specially designed 
experimental buildings, one brick and one 
frame, are now coming into use at the Station. 
Each comprises two floors with four rooms in 
each, providing four party walls and four party 
floors. A series of wall and floor constructions 


will be tried, starting with an investigation of 
various materials for the resilient layers of 
floating floors. 

To help local authorities in their decisions on 
space and water heating systems in multi-storey 
flats, the Station has made a study of the effici- 
ency of different methods. Four types of system 
were examined: individual solid-fuel appliances, 
electric floor-heating with radiant fire topping 
up, individual gas heating, and central heating. 
A report now being prepared for publication will 
give data on capital, maintenance and fuel costs, 
as well as the results of a survey on the occupants’ 
opinions of the systems. 

The use of flat roofs seems to be increasing 
bringing with it a problem of moisture movement 
inside the roof structure when the outside tem- 
perature changes. Water vapour cannot escape 
easily through a flat roof and condensation fre- 
quently occurs. The Station has began experi- 
ments on the thermal properties of six different 
types of flat roof in a pilot-scale roof laboratory 
that has been built there. 
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Soviet Plans Depend on Quality Control 


In terms of quantity Soviet 
engineers usually meet their 
targets; but quality is another 
matter. Low standards of work 
represent a serious threat to 
Soviet expansion plans, and 
more attention is being paid 
to quality control. 


Rw successes in space research, the design 
of guided missiles and jet airliners, and 
automation, seem to suggest that the quality of 
work in the Soviet Union is very high. 

This view is not, however, shared by the 
Russians themselves; on the contrary, the 
leaders of the Soviet economy are deeply con- 
cerned by the low standard of work in industry 
which constitutes a serious threat to all their 
expansion plans. They fully realise that the 
short service life of Russian industrial equipment 
and consumer goods, their high maintenance and 
repair costs, the high fuel consumption of 
machines, etc., means that the real value of the 
output of Soviet industry is far below the value 
suggested by the figures published in output 
statistics. No doubt Russian visitors to the 
forthcoming International Conference of Euro- 
pean Organisations for Quality Control will be 
following the proceedings with special interest. 

Large-scale propaganda calling for an improve- 
ment of the quality of work is an indication of 
this concern. Such propaganda appears in 
almost every periodical and is repeated at all 
meetings which are in any way concerned with 
production: from humble staff meetings in 
factories to party conferences. The popular 
press stresses the need for improving the quality 
of products in more general terms, while in the 
technical press the criticisms are more specific 
and supported by facts and figures. 

The short service life of equipment is probably 
the most frequent objection and it is undoubtedly 
the most harmful effect of bad quality work on 
the country’s economy; but complaints about 
high fuel consumption, the undue heaviness of 
machinery and its ugly design are also very 
frequent. ‘ 

In 1956 and 1957 a large number of foreign 
tractors were tested in various parts of the 
Soviet Union alongside the latest Soviet designs. 
The general conclusion drawn from these tests 
was that foreign machines are more economical 
in Operation and much lighter (i.e. cheaper) 
than the Russian models. The service life of 
many vital parts of Russian tractors is quite 
inadequate. Thus, the track of the Rowless 
tractor had to be replaced after 2,200 hr of opera- 
tion while the normal figure for the latest Soviet 
tractor, DT-54, is only 750 to 850 hr. 


HAZARDS OF LUBRICATION 


On the same occasion, it was found that foreign 
fuel oils and lubricants are much superior to 
corresponding Russian grades. The cleaning 
deoxidation, anticorrosion, viscosity, and other 
properties of foreign lubricants and greases were 
found to be better than those of Russian lubricat- 
ing oils and also extended over a much wider 
temperature range. The impurities contained 
in Soviet motor fuels and the absence of any 
improving additives cause heavy wear to cylinders 
and moving parts; they increase fuel consump- 
tion and have a deteriorating effect upon the 
operational qualities of machines. 

One of the fields of engineering in which the 
Russians are well advanced is automation. 
They were the first to put into operation a fully 
automatic factory. But, here too, the designers 
demand that the service life of Russian electrical 
and hydraulic automation equipment should be 
increased six to seven times, 

As is generally known, the situation is much 
worse in the consumer goods industry. The 
director of a British advertising firm gave an 


By O. 


exact assessment of the quality of Russian 
consumer goods when he said that only top 
quality Russian goods can be compared with 
the average department-store quality of the 
Western countries, while there is nothing in the 
West that is so bad as average Russian con- 
sumer goods. Indeed, it is extremely unlikely 
that a Western manufacturer would deliver to his 
customers bicycles with a service life of just over 
a year as do his Russian counterparts or, as in 
the case of a Leningrad factory, make shirts 
whose collars showed holes after three days’ 
wear “because the customers fail to shave 
themselves properly *’, as the director explained. 

In contrast, the work of Soviet scientists is of 
a very high standard and Russian designers often 
show in their work original ideas and new 
approaches to difficult problems. But Russian 
scientists and top designers live and work in 
artificially created green-house conditions, and 
incentives in their work are much the same as 
those of their Western colleagues. 

The large percentage of rejects in production, 
the considerable amount of extra work involved 
in processing sub-standard raw materials and in 
putting new machinery to work, etc., increase 
production costs and in many cases mean reduced 
efficiency. An electric motor, for example, 
whose rotor needs machining by the purchaser 
before it can rotate in the space provided will 
presumably never operate at its rated power 
and efficiency. The same applies to a new lorry 
or tractor which must be towed from the distri- 
butor to the purchaser’s workshop for the 
adjustments, alterations and even repairs neces- 
sary to start it. 

In order to provide for low or unreliable 
quality raw materials, the defects of production 
and the rough handling of machines in service, 
Russian designers tend to make machine com- 
ponents larger than would normally be required. 
This practice improves the reliability of the 
equipment but increases the weight of machinery 
unnecessarily, which in turn adds to the price 
and, in the majority of cases, also results in 
reduced efficiency. 

There is no single cause of the low standard 
of work in Soviet industry. The report of an 
engineer who investigated the causes of the 
frequent failures of new high-output high pressure 
steam boilers is typical of the situation. He 
said that these failures can be eliminated by a 
joint effort of the suppliers of semi-finished 
products, the manufacturers, the assembly, 
design, testing and research organisations and 
the staff of power stations. 

In this connection, it is interesting to note that 
these failures are usually drastically reduced 
after about two years of service, by the power 
stations’ maintenance staff, i.e. the only people 
involved who are directly interested in the 
trouble-free operation of the boilers. 

On considering the causes of the low-quality 
work in Soviet industry in more detail, we find 
that much of it is due to the poor quality and 
bad condition of production equipment. This 
is often caused by rough treatment and inade- 
quate replacement, and sometimes, for example 
in the case of oil refineries, by unsatisfactory 
design. 

The shortage of some raw materials is also a 
major source of defective work. Timber and 
cement are frequently used where steel would 
be a better choice while steel is used in place 
of non-ferrous metals. This is done not only 
because better materials are scarce but more 
often because of the extreme complexity of the 
supply organisation. 

Sometimes new equipment produces sub-stan- 
dard work when it is installed in new factories 
run by insufficiently skilled staff who do not have 
a long tradition and experience behind them. 


Tedder 


Surprisingly enough, after more than forty years, 
there is still a marked difference in the quality 
of work of the factories built after the revolution 
and the works whose foundation dates back to 
Czarist times. 

The ** never-mind * and “* couldn’t care less ” 
attitude which is a typical feature of the otherwise 
hard-working Russian, cannot be completely 
checked by the Soviet economic system and also 
bears its share of responsibility for the present 
poor quality of industrial products. 

The basic causes of the low standard of Soviet 
industrial production, viz. the absence of both 
effective incentives and a forceful need, are rooted 
deep in the Soviet economic system itself, and 
cannot be removed without radically changing 
the whole system. 

In the capitalist economy, the standards of 
quality are fixed by competition and apply in 
general to the whole world. Car manufacturers 
in Detroit, Coventry, and Paris; coffee planters 
in Brazil and Uganda; cotton growers in the 
USA, Egypt and India must all see that their 
products satisfy certain requirements of quality 
and if they fail to do so they are invariably 
eliminated without mercy. For a Western 
producer, therefore, quality and good value for 
money are a matter of success or failure. 


TARGET PHILOSOPHY 


On the other side of the Iron Curtain the main 
objective of the leader of an industrial enterprise 
is quite different: it is simply the production 
target, the quantity. The fulfilment of his 
production plan (together with good relations 
with his superior authorities in the industry and 
party) are for him the way to promotion and 
success. In his endeavour to achieve the 
fulfilment of the output plan he goes to the 
lowest limits, and often beyond the limits, 
permissible in quality, production costs, working 
conditions, and so on. 

In these circumstances, in order to avoid an 
economic collapse, severe measures to protect the 
quality had to be taken in the early years of the 
Soviet state. The most important among 
these are the standard specifications, which in 
the Soviet Union have the force of law, and the 
contracts between purchaser and supplier, which 
are also backed by law. 

Because at one time there was hardly a director 
of a Russian factory or a head of his inspection 
department who had not been in prison, the 
law, in the role of guardian of quality, did not 
prove very effective. Experience taught the 
Soviet executives that it is not very advantageous 
for the future to put one’s business partner into 
prison. In addition, the manufacturers dis- 
covered that, with the exception of the generally 
disregarded consumer, no one in the Soviet 
economy is directly interested in the quality of 
products. 

Another typically Soviet measure for improving 
and maintaining quality is the so-called ‘* Socia- 
list Competition.” Here individual workers, 
gangs or factory departments, compete in reduc- 
ing rejects or increasing the percentage of first- 
quality products in their output. The winners 
are awarded a red challenge flag, or the title 
of “ high-quality gang’ or some other prize of 
this kind. 

Do these measures help? They certainly do, 
otherwise they would have been dropped long 
ago. But the low quality of Soviet industrial 
products as we see it today already includes the 
effect of these measures, so leaving little room 
for improvement. And judging from earlier 


experience it appears highly doubtful that any 
further measures capable of radically improving 
the quality situation can be found so long as the 
major economic driving forces—competition and 
private initiative—remain unused. 
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Blowing Bubbles 


[' VAPOUR trails in the sky are the everyday 
analogy to cloud chambers, an uncorked 
bottle of pop will serve a similar purpose for 
bubble chambers. Discovered only eight years 
ago by D. A. Glaser, the bubble chamber has 
since become the most important instrument of 
high-energy physics. 


Cloud Chambers, Emulsions and Bubble Chambers 


Cloud chambers were brought to a high degree of 
refinement in the immediate post-war years, but 
could not meet the requirements imposed by the 
increasing particle energy and rapid pulsing rate of 
modern accelerators. In order to increase the 
probability of an interesting nuclear event taking 
place inside the chamber, a new recording medium 
was needed with much higher density than available 
in a low pressure vapour. Stacks of plates coated 
with photographic emulsions were the first answer 
to the problem. Such a stack can be exposed to 
particle beams for a long period so that there is a 
good chance of recording an event of significance, 
but the analysis of the plates is extremely tedious. 
Owing to the fine photographic grain-size the tracks 
must be viewed in a microscope, and each event must 
be followed through several plates. But emulsion 
stacks are simple and continuously sensitive, and are 
suitable for cosmic-ray research with high altitude 
balloons or earth satellites. Because of the need 
for lengthy analysis by trained personnel, the plates 
from an exposed stack are usually distributed to a 
large number of universities in order to share the 
task. The bubble chamber on the other hand is fast 
and lends itself to automatic data processing, and 
hence will be used preferentially with the large 
accelerators coming into service this year. Table I 
lists the more important current bubble chamber 
projects. 


Chambers Clean and Dirty 


Both forms of track chamber—cloud or bubble— 
rely on the radiation sensitivity of phase change in 
a metastable fluid. The track in a cloud chamber 
is composed of liquid droplets precipitated as a result 
of ionisation in a supersaturated vapour; in a bubble 
chamber vapour bubbles are formed in a superheated 
liquid. To produce a superheated condition it is 
necessary to decompress momentarily a liquid that 
is at equilibrium near its saturation temperature. 
The first bubble chambers were called “clean” 
because it was discovered that only by keeping the 
chamber walls rounded, smooth, free of cracks or 
projections, and extremely clean could spurious 
bubble formation be avoided. The task then was to 
design a usable “ dirty * chamber with flat windows, 
gaskets, immersed light sources and reflectors in 
which spurious bubbling did not obscure the particle 
tracks. Fortunately it was found that bubble forma- 
tion at the walls of the chamber tended to recompress 
the liquid to a certain extent and most of the volume 
remained, sensitive to radiation; it was only important 
to design the chamber in such a way that bubbling 
would not interfere with the recording cameras’ line 
of sight. 


Short Lifetime 


The sequence of operation in a bubble chamber is 
illustrated in Fig. 1, and Fig. 2 shows the diagram- 
matic arrangement of a 72in hydrogen bubble 
chamber. Decompression is synchronised with the 
accelerator pulse, which is timed to reach the chamber 
towards the end of expansion. At point B bubble 
formation along the chamber walls slows down the 
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Fig. 1 A typical bubble chamber pressure-time 
graph showing the effects of bubble formation. 


rate of expansion and then compresses the liquid 
to point C, when the mechanism takes and 
restores the initial conditions. The whole operation 
is very fast, a typical cycle taking around 30 milli- 
seconds. The expansion stroke and beam impact 
must be carefully synchronised because the lifetime 
of bubble nuclei left in the wake a particle in a 
saturated liquid is only of the order of 10~'* seconds 
The short lifetime has the advantage that tracks from 
background radiation are virtually eliminated on the 
photographs; but at the same time it renders the 
chamber in its present from unsuitable for cosmic- 
ray research. Since cosmic rays strike a target at 
random, it would be desirable to trigger the chamber 
by the incident ray itself, but this is clearly impossible 
if the expansion stroke takes longer than the time 
during which bubble nuclei survive in the saturated 
liquid 


over 


Liquid versus Vapour Expansion 


As originally conceived, the mechanism of expan- 
sion and compression was to be accomplished by a 
piston. The system, operated by high-pressure air, 
is used in a number of installations and is currently 
in favour at CERN, where a large bubble-chamber 
programme was initiated in 1956. The need to drain 
the liquid from the chamber in order to carry out 
maintenance work on the piston is a considerable 
nuisance in case of such dangerous materials as liquid 
hydrogen or deuterium. The alternative is illus- 
trated in Fig. 2 where vapour is allowed to expand 
through a three-way valve into a chamber, whence it 
is returned to the system through a compressor and 
refrigerator circuit. An advantage of the vapour 
expansion cycle is that the cooling load on the 
bubble chamber itself is reduced by the amount of 
work done by the piston in each stroke. At CERN 
work is now in progress on an alternative technique 
using ultrasonic expansion. 


Liquids for Bubble Chambers 

The choice of operating liquid for bubble chambers 
is largely determined by the type of experiment that 
is to be performed and the operating conditions that 
will be used. Owing to the simplicity of the hydrogen 
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Tracks in a liquid hyd:ogen bubble chamber. 


nucleus it is the preferred liquid for most experiments 
not involving interactions with neutrons The 
simplest neutron bearing liquid is deuterium, but 
both liquid hydrogen and liquid deuterium are 
dangerous and expensive materials to handle. Organic 
liquids such as propane have the advantage of 
operating at room temperature instead of in the 
vicinity of absolute zero, but the nuclear interactions 
are more difficult to analyse. Helium is sometimes 
used because it is the lightest element with zero 
isotopic spin; the chamber may be operated at 
atmospheric pressure; and the vapour is non-poison- 
ous or inflammable. Heavy liquids, where the mean 
free path is short, are used to increase the probability 
of certain interactions occurring inside the chamber 
Xenon, mixtures of tungsten hexafluoride or methyl 
iodide and propane, and the compounds CF,Br and 
CF,Br, have been used to advantage. (D. V. Bugg 
* The Bubble Chamber,” Progress in Nuclear Physics, 
vol. 7.) 


Experiments and Data 


By means of stereophotography using two or more 
cameras the coordinates of the tracks left in the liquid 
by charged particles can be determined at suitable 
intervals, permitting the reconstruction of the nuclear 
event if something is known about the nature of the 
nuclei present in the liquid, and the decay modes of 
the unstable particles. The various possible decay 
modes are shown in Table Il. In a magnetic field 
the particle path will be curved, and the curvature is 
a measure of the ratio of particle momentum to 
charge, while the direction of the curvature indicates 
the sign of the charge. The particle velocity and the 
magnitude of the charge determine the bubble density 
in the track, and if the mass is known, the distance 
in which the particle is stopped is a measure of 
momentum. To obtain the mass, the change in 
particle path curvature must be measured rather 
accurately, or in heavy liquid the Coulomb scattering 
can be used to determine the kinetic energy, and hence 
the product of momentum and velocity 


Track Reading Engines 
The major bottleneck in 
expensive machines of high-energy physics is the 


analysis of data. As most interactions are of a 
statistical nature it is desirable to investigate a large 


the utilisation of the 


Table 1 Some Notable Bubble Chamber 
Nominal Working liquid 
size 
Berkeley 4in Hydrogen 
10 in Hydrogen 
15 in Hydrogen 
72 in Hydrogen 
30 in Propane 
Birmingham 9 in Hydrogen 
British National 59 in Hydrogen 
Brookhaven 20 in Hydrogen 
80 in Hydrogen 
Caltech 2 in Tungsten hexafluoride 
l2in Tungsten hexafluoride 
CERN 4in Hydrogen 
12 in Hydrogen 
80 in Hydrogen 
40 in Propane 
Columbia i2 in Propane 
Dubna 4in Hydrogen 
17 in Hydrogen 
63 in Hydrogen 
Duke University 4in Helium 
8 in Helium 
Liverpool 6 in Propane 
Michigan 12 in Xenon 
MIT iS in Propane methyl iodide 
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TaBLe II].— Decay Modes of Unstable Particles 





















































Relative Total Available Decay Product 
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(per cent) (MeV) (MeV) 
Neutron. * ; | pte +y — 1 o< E,<1 
Muon | et+vuts _ 105 | o0< £< 3 
utanpepremaamecia 7 | | 
Pion (7°) 2y -- 133 E, 67 
Pion (7+) .. : ol @+ — 33 E, = 4-0 
A-hyperon p+ | 68 37 E, 5 
| a 7° } 32 37 Es 32 
a | —— ee a ae nas 
E+ hyperon | p+ Pay 116 | Ep = 18 
| n+ 33 110 | En 97 
J i 
_- —- } 
> hyperon A® + y¥ a 77 | Ey=72 
x hyperon ; | n+ _ 120 | Ew- = 100 
eistiitialntannbis one _| 
=- “hyperon xt \°tn j | 66 E,~ = 59 
z- hyperon te ad y | A® + 7° — ~ 70 | Ex® ~ 60 
hE Te SPEEA OES ae | 
K+ meson | mt + at +a 6 75 | Ex < 48 
at nm + 7° 2 86 | En < 53 
| wt + n° 56 218 | Ey = 108 
pt + 27 387 | Ey = 254 
| pt + w+ 5 4 254 | Ey < 134 
et +e°+ 9 5 | 358 E, < 228 
ee | 
: fj mtr 39 CO 214 Ex = 107 
K®, meson : 1 | gg 7 224 E, = 112 
' 
(| 3m i 89 | Ewe < 57 
| + 1 - 2. 7) } | °) 
5 : | wt+n 7 5 | 79 E4+<N 
ag uaeen \| mt +pt + 21 248 | BT4<116; EB 4< 133 
| mt +et + 17 | 353 E.4<127; E, +<_ 226 





number of events, and the very high pulse-rate of 
accelerators—in the range of 20 pulses per minute— 

may produce enough interesting pictures in 24 hours 
of operation to keep a trained physicist busy for the 
rest of the year using manual methods. Automatic 
track recording and data processing machines are 
now being developed which measure the coordinates 
of the track and feed this data to a computer for 
analysis. At CERN a machine called IEP (for 
Instrument for Electronic Processing) is now in 
prototype form, while a group under J. V. Franck at 
the University of California have developed a similar 
machine called Franckenstein. Both rely on the 
ability of high-speed computers to derive from 
Cartesian coordinates the relevant bits of information 
needed for the analysis of the interaction. But even 
with automatic tracking devices the processing of 
films must be very carefully planned on a production 
basis, with frequent visual and automatic checks, 
before the results can be presented in concentrated 
form. With Franckenstein, an experienced operator 
can record all the relevant data from a normal event 
in 5 minutes, and the computer time will be only 
2 to 5 minutes, but the study of the computer output 
needed to determine the nature of the event recorded 


requires 10 to 30 minutes (H. Bradner and F. 
Solmitz: “On the Analysis of Bubble Chamber 
Tracks,” Geneva paper P-730.) 





Notes and News 


Ducting for Gas-Cooled Reactors 


The heat from current commercial atomic reactors 
is extracted by carbon-dioxide gas, which is then 
conducted to heat exchangers in ducts up to 6 ft in 
diameter. Owing to an increase in temperature when 
the reactor is operating, these ducts lengthen by 
possibly as much as 6 in. Since both heat exchangers 
and reactors must be stationary, this change in length 
must somehow be accommodated. In the first four 
atomic power stations it was taken up by bellows; 
but such bellows cost £2,000 to £5,000 each and up 
to 100 are needed at each station. In earlier work 
the British Welding Research Association had studied 
the flexibility of mitre bends-when investigating general 
design problems of welded pipelines. On the basis 
of their results, it has been suggested that the bellows 
can be replaced by fabricated bends, at a saving of 
about £100,000 for each 500 MW reactor. Three 
of the atomic power consortia are said to be con- 
sidering the proposal. (Research for Industry, 1959, 
Department of Scientific and Industrial Research, 
HMSO, 1960, 8s. Od. net.) 


Operation Course with Jason 

Courses of two categories can be arranged by the 
Hawker Siddeley Nuclear Power Company on their 
reactor, “ Jason.” The first is a basic course giving 
the student an opportunity of working at the control 
console of an operating reactor and taking part in 
the day to day procedures under supervision. The 
cost of this course is £5 5s per day and the duration 
can be arranged to suit the participants. The second 
is an advanced course allowing the student to carry 
out particular experiments with the reactor giving a 
closer understanding of the reactor’s characteristics. 
The operation of the controls will be carried out under 
supervision and participation in routine maintenance 
checks will also be permitted. The total duration is 
optional but a period of three to five weeks is recom- 
mended to obtain a thorough working knowledge of 
the reactor at a charge of £15 15s per day. 


Atomic Energy Expenditure 

Below is a table of the per capita expenditure on 
atomic energy in the principal Western countries in 
1959, published by Soldat und Technik, August, 1960 
The United States spend 79 per cent more per capita 
than the next country—the United Kingdom. No 
figures are available for countries in the East 


Country Expenditure per capita 
(shillings) 
United States 86-5 
United Kingdom 48-2 
Sweden 33-0 
France ; 32-6 
Canada : 15-4 
West Germany . 8-5 
Jugoslavia Ke 6°5 
Switzerland 5:5 
Italy 3-4 


Reports Received: Physics 

High Temperature Resonance Integral: Using a 
Ferranti Mercury computer, the resonance integral 
for the fertile materials uranium 238, thorium 232 
and plutonium 240 has been calculated with the 
inclusion of the effects of dilution, temperature and 
heterogeneity. The results closely agree with previous 
Monte Carlo calculations. (J. P. H. Blake: 
“Resonance Integral Calculations for High Tem- 
perature Reactors,” AEEW—R 25.) 

Cylindrical Cell Errors: Serious errors in fine- 
structure calculations arise through the use of the 
cylindrical cell approximation. The approximation 
gives a high moderator-to-fuel flux ratio whereas 
the ratio should tend to unity. (D. A. Newmarch: 


“Errors Due to the Cylindrical Cell Approximation 
in Lattice Calculations,”” AEEW—R 34.) 
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LIDO’s Flux in Water and Graphite: The Lipo 
reactor is a light-water moderated facility used for 
shielding experiments. A detailed survey of thermal, 
epithermal, and fast neutron flux is made available 
to users of the reactor. (E. D. Jones: “ Neutron 
Flux Measurements on an Aluminium Panel, in the 
Pool, and in a Natural Uranium Graphite Stack on 
Lipo,” AEEW—M 608.) 

Beam-Hole Flux in LIDO: Foil-activation techniques 
and cadmium-ratio determination have been used to 
measure the thermal, epithermal and fast neutron 
flux in the No. 2 beam-hole of the Lipo reactor 
using various core loadings and reflector configura- 
tions. For the same reactor power, an improved 
core loading increased the flux by a factor of two. 
(J. M. Ponce de Leon and C. J. Kenward: ** Neutron 
Flux Measurement in the Beam Hole on Lipo,” 
AERE—M 578.) 


Slagging for Fuel Reprocessing 

Oxide or halide slagging is a process whereby 
fission products forming more stable oxides or 
chlorides than the fissile elements can be removed 
from irradiated fuel. The process is suitable for the 
treatment of plutonium fuels where extreme decon- 
tamination is not required because of the high 
neutron energies encountered. Oxide slagging occurs 
at 1,400° C, and complete cerium removal requires a 
treatment of 8-3 hours. Plutonium recovery is poor. 
With chloride slagging at a temperature of 700°C, 
one hour of treatment completely removes lanthanum 
and cerium, and the plutonium recovery is 99 per 
cent. (L.J. Mullins, J. A. Leary and W. J. Maraman: 
** Removal of Fission Product Elements by Slagging,”’ 
Industrial and Engineering Chemistry, vol 52, No. 3, 
pp. 227-237, March, 1960.) 


The Last Word on Thorium Spectra 


Information on the spectral lines of thorium and 
other rare earths has been accumulated since Thalén 
made his first measurements in 1868. In 1955 the 
National Bureau of Standards in Washington 
initiated a programme for the accurate review of 
spectral lines using halide electrodeless lamps. 
Interferometric techniques were then used to back 
up and improve the measurements, and the complete 
data have now been published under the title New 
Description of Thorium Spectra (US Department of 
Commerce, National Bureau of Standards Mono- 
graph 17, June, 1960, price $0-°65). The work 
contains “twice as many lines as have heretofore 
been published,” which is just under 15,000 wave- 
lengths spread over 100 pages. 


Plutonium Monitor With Impact Collector 


To give rapid warning of the release of plutonium 
to the atmosphere, a continuously sampling monitor 
collects dust particles on a zinc sulphide coated film 
that is checked for alpha radiation. The film collects 
particles of 1 micron size preferentially while neg- 
lecting smaller particles typical of radon and thoron 
decay products. Sampling is carried out for pre- 
selected periods, a typical sequence lasting ten 
minutes. The integral count is then recorded and if 
excessive, a warning circuit is energised. The 
instrument, a development from the Atomic Weapons 
Research Establishment, is to be shown at the 5th 
International Instruments and Measurements Exhi- 
bition, Stockholm, 10 to 17 September. 


Shifting Emphasis in IAEA Programme 

Reflecting the change in hopes for the early 
realisation of nuclear power in industrialised or 
underdeveloped countries, the emphasis in the 
programme of the International Atomic Energy 
Authority has been shifted from advanced projects 
to more preparatory work. The two most important 
programmes of the Agency are now technical assist- 
ance and training in nuclear techniques, instead of the 
international clearing of nuclear materials. 


Rules for Nuclear Ships 


Lloyd’s Register of Shipping has published a set 
of provisional rules for the design, construction and 
maintenance of nuclear ships. The * 1,000 mile” 
requirement for emergency power in case of single- 
reactor vessels is incorporated in the rules; the power 
output of the auxiliary machines must be sufficient 
to maintain a ship’s speed of about 6 knots. 


Reactor Notes 

SELNI Receives Loan: The United States Export 
Import Bank has granted a loan of $34 million for 
the SELNI reactor project, the Bank’s first entry 
into nuclear power station construction. 

Japan’s Revised Plans: The outdated Japanese 
nuclear power programme (Atomic Review, 25 March 
1960) has been finally revised. The new plan calls 
for the installation of 1,000 MW(e) capacity by 
1970, with an additional 5,000 MW by 1980. 
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THE NUCLEAR POWER GROUP 


requires 


DESIGN 
ENGINEERS 


With the granting of the contract for the construction of th 
Dungeness Nuclear Power Station, we are now the only Group 
actively engaged upon the construction of four major nuclear 


power stations as well as future designs for the United Kingdom 


and overseas stations 


Applications are now invited from suitably 


qu ilified men 


the following appointments. 


1. SENIOR ENGINEER—+ we 


deve lopment of burst fuel ele 


rk on the 


design and 


ment detection sy 


stems 


Experience in that field desirable, but not essential 


2, SENIOR ENGINEER—t 


wo! k mm 


reactor components including core components 
remote handling equipment and special mechanisms 
Applicants should have an Hons. degree and several year 
xperience in industrial des'gn work 
The successful candidates will work in the Groups Off 
situated in their own grounds at Knutsford, Cheshire 
Housing assistance will be given to married men. 
Applications, giving details of age, qualifications, and expe 


should be addressed to 


ence, 


The Personnel Manager, 
The Nuclear Power Group, 
Radbroke Hall, Knutsford, Cheshire 


BE ELEC 6 C776 





Se 








RADIOLOGICAL 


PROTECTION 


Atomic Energy Research Establishment, Harwell 


HE PHYSICS DIVISION 


The 











Al carries Out radiation and contaminatior neasure- 
nents. inve heaith physics problems 1 advises staff on aspects of rez logical 
safety The work is discharged by means of two Operations Groups respo bie for 
aboratories and buildings in a particular area who operate through small teams of HEALTH 


SURVEYORS assisted by industrial staff 


i. SENIOR HEALTH SURVEYOR (aiary 


of Healtt 


There are vacancies for a 
£1535-£1900 p.a.) to lead a 


team Surveyors in the above work 


> HEALTH SURVEYOR (saiary 
» REACTOR HEALTH PHYSICISTS (saiary 


£1110-£1360 p.a.) 


£1110-£1360 p.a 


provide an experimental and advisory service in connection with the operation 
of high and low flux reactors 
Applicants should have G.C.E at A evel, H.N.C. in Applied Physics or equivalent 
and have had several years’ experience in relevant work A degree would be an advantage 
Experience of dealing with radioactivity ts essential for the first post and an advantage for 
the others 
nd POST CARD for details to 
PERSONNEL MANAGER (1748 26), U.K.A.E.A., A.E.R.E., 
HARWELL, DIDCOT, BERKS. C 766 











G. & J. KITCAT LTD... PUBLISHERS’ BOOKBINDERS, LONDON 
propose to appoint a WORKS MANAGER who will be responsible for pro 
luctior The binderv is highly mechanised, hence inalogous to light 
nyineerin It is h yped to find a man who will be ready to vecept wider 
respor bilities in a few years time. 

Candidates must have first-class experience in works management and 
production plant ing; a knowledge of bindery machines and proce t} g} 
‘ ible, is not essential The most appropriate age is between 35 and 45 
The sala will be mmensurate with the qualifications juired; ther 

nt rut vy per n schen vith lite insurance 
\ stior hicl ‘ eated nfidence ! i} t 


The Secretary (Bindery), 
14 Welbeck Street, London, W.! 


ROYAL TECHNICAL COLLEGE, SALFORD 


\ 
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endorsed ASSISTANT ELECTRICAT I 
NEER ter than 6th SEPTEMBER 
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ASSISTANT SECRETARY BERWICK STREET UR ESARE 
“ UPON ‘ \ C70 
THE INSTITUTION OF Gas ENGINERRS “"WCASTLE UPON TYNI , 
invites Ay ti not later tha th SEVPTEM . 
BER, 1960, for the Appointment ASSISTAN' 
SECEETAR) RE TRATARY Ton DESIGNER DRAUGHTSMEN 
annul ( ! ws : 
INSTITUTION OF GAS | ENGINEERS AIR MINISTRY, Works Designs Branch, requires 
GROSVENOR CRESCENT, LONDON, 3.W in LONDON, STRUCTURAL ENGINEERING 
. DESIGNER DRAUGHTSMEN for reinforced 
oncrete r structural steelwork f all types 
Applicants must have adequate training and several 
ed years ex perience Some site experience and 
possession of reeognised technical qualification an 
GOVERNMENT OF TANGANYIKA advantage Financial assistance and time off may 
be allowed for recognised courses of stud Vr 
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; a. 4 1 ‘ be interviewed in London and certain expenses 
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MARTECH 


CONSULTANTS LIMITED 


have been retained to advise on two appointments for an engineering company in the north of England whose products 
in the pumping and industrial transmission field are used through a wide range of industry. 
concern, with an exceptionally pleasant working atmosphere, and runs a non-contributory pension scheme. 


people are employed including a field sales force of 12 representatives. 
expansion of turnover and the requirements are: 


SALES MANAGER 


to take control of the sales force, be responsible for 
sales development, and contribute to product policy. 

A basic 
essential 


Applicants 


Experience of sales management and control of a sales 
force in a similar field is essential. Applicants should 
ilready be earning approximately the starting salary 
offered of £2,500-£3,000. Preferred age 35-45. An 


engineering qualification is desirable. — 
and 


It is essential that the new man should fit in 


quickly merit a position on the Board. 





Applications will be treated in strict confidence and no information passed on without the candidate's permission 


write to: WARREN LAMB, 
69 Grosvenor Street, 


London, W.1. 


Conditions are favourable for a considerable 


WORKS MANAGER 


to take full responsibility 
and spacious factory which allows room for expansion. 
training 
and 
should 
management, preferably 
Preferred age 30-35. 


This is an opportunity 
a man of proved ability. 


in 
formal 
have 


The company is a family 
About 300 


for production at a modern 


field is 
qualification is desirable. 
had experience of works 
involving batch pro 
Starting salary £1,750 


a similar engineering 


large 
excellent 


with prospects tor 


Please 


( 768 














PERSONNEL 
ADMINISTRATION 


LIMITED 


WVANAGEMENT CONSULTANTS 


Our Appointments Division has been asked to advise on the following post 


PRODUCTION ENGINEER 
LONDON 


A large British organisation providing a vital service to a major industry has decided to 
create a Production Engineering Division. The Divisional Manager will be required to 
devise and implement his own programme of projects covering process layout, methods, 
machinery, material flow and work measurement (not incentives). This will involve building 
a team of specialists who will operate in all parts of the country. Candidates should be 
graduates or professional engineers between 35 and 45 with wide production engineering 
experience preferably in large-scale industries such as automobiles, aircraft or shipbuilding 
Management Consultants are particularly welcome. Salary up to £3000; pension. Although 
this is a permanent post the experience would probably lead to one of the top posts in the 
industry. (Ref. 1451/EN.) 

The identity of candidates will not be revealed to our clients without their prior permission 
For the convenience of clients and candidates we have Regional Offices in Glasgow, 
Manchester, Bristol ond Birmingham but in the first instance, applicants should forward brief 

details, quoting the reference number, to 


PERSONNEL ADMINISTRATION LIMITED 
APPOINTMENTS DIVISION, 2 ALBERT GATE, LONDON, S.W.1! ( 
I A A TS A A A A A NN RATE Seer 





CEYLON 


Unilever 








ASSISTANT ENGINEER 
COLOMBO 


Ceylonese nationals, who are qualified mechanical or elec- 
trical engineers, are invited to apply for the post of Assistant 
Engineer in Unilever’s company in Ceylon. 


Candidates should be under 30. 


‘The man selected will be able to look forward to a pro- 
gressive management career, and starting salary will be in 
line with the opportunities offered. Initial training will be 
given in this country. 


Applications should be addressed to: 


PERSONNEL DIVISION (T 322) 
UNILEVER HOUSE, BLACKFRIARS, LONDON, E.C.4 








ENGINEERING CLERKS OF WORKS 


MANCHESTER REGIONAL HOSPITAL BOARD 





invite applications for three posts of ENGINEER 
ING CLERKS OF WORKS (ELECTRICAL) AND 
MECHANICAL) in connection with the hospital 


capital building programme 
by £50(1) to £1050 
ditions and 
obtainable 
BOARD 

x, to whom they 


TEMBER 


Salary £600 by £4005) 
National Health Service con 

superannuation Application fo 
from the SECRETARY OF 
CHEETWOOD ROAD, MANCHESTER 
should be returned by 6th SEP 
1y60 ( 70 


CITY OF NOTTINGHAM 
WATER DEPARTMENT 
APPOINTMENT OF TWO GRADE 
APT V CIVIL ENGINEERING 
ASSISTANTS 


Applications for the above permanent 
appointments are invited from 


pensionable 
Engineering Gradu- 


ates, and/or Corporate Members of the Institution 
of Civil Engineers with five years’ engineering 
experience, preferably with a Water Undertaking 


The Department has in hand a varied programme of 


new works estimated to cost £1} millions, offering 
considerable opportunities for gaining valuabk 
experience Salary, dependent upon qualifications 
and experience, £1220 by £55 by £50's (2) £1375 


Applications, with names of two persons to whom 
reference may be made to ENGINEER AND 
GENERAL MANAGER, WATER DEPARTMENT 


CASTLE BOULEVARD, NOTTINGHAM, not later 
than 3ist AUGUST, 1960 
r. J. OWEN 
TOWN CLERK 
THE GUILDHALI 
NOTTINGHAM ( 778 


ASSISTANT MECHANICAL AND 
ELECTRICAL ENGINEERS 


AIR MINISTRY require ASSISTANT MECHANI- 
CAL AND ELECTRICAL ENGINEERS for design 
construction and maintenance of installations on 
airfields, radar stations, missile bases, workshops and 
maintenance units for R.A.F. at home and overseas 
as well as certain Civil Airports. Salary 
25 to £1005 at 34 or over, thereafter rising to max 
£1260 with increase for London and slight decrease 
for country districts. Appointments non-pension- 
able but long term. Promotion prospects. Five- 
day week with 4 weeks 2 days leave a year initially 
Special allowance in addition to salary during over 
seas service Qualifications and experience 
(i) (a) University degree or equiv. diploma in 
electrical and/or mechanical engineering 
with at least 2 years’ apprenticeship; or 
(b) Graduate or corporate member of 1.E.E 
with at least 3 years’ apprenticeship; or 
(c) Graduate or corporate member of I.Mech.E 
appreciable electrical engineering experience 


£805 at 


with at least 3 years’ apprenticeship; and 
(ii) Have been employed for minimum of 2 years 
with weil established engineering concern 


and gained wide experience in both electrica 
and mechanical engineering practice 
Applicants must be natural born British subjects 
between ages of 25 and 45 
Forms from MINISTRY OF 


LABOUR, TECH 


NICAL AND SCIENTIFIC REGISTER (K) 
26, KING STREET, LONDON, 8.W.1, quoting 
D.158/OA C771 





APPOINTMENTS OPEN 


TECHNICAL AUTHOR 


TECHNICAL AUTHOR required, not over 45, to 
assume responsibility for the compilation of operating 
and maintenance instruction manuals dealing with 
the Company's machinery This interesting and 


progressive pensionable staff position would appeal 
to a suitably qualified Mechanical Engineer with a 
Applications should 
MANAGER, 
EVELYN 
cao: 


bias towards technical writing 
be addressed to the PERSONNEL 
MOLINS MACHINE CO, LTD, 
STREET, LONDON, 8.E.8 
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DRAUGHTSMEN 
DRAUGHTSMEN required for expansion 
programme by old established Yorkshire 
Company and preferably having specialised 
experience in one or more of the following 
subjects transmission, hydraulics, elec 
tric motors, switchgear hese are per 
manent positions in modern offices with a 
progressive Company 

Applications should state age, experi- 
ence technical qualifications and salary 
expected Write BOX £493 ( 
STREETS, 110, OLD BROAD STREET 
E.C.2 C 742 


DRAUGHTSMAN DESIGNER 





DRAUGHTSMAN DESIGNER required for Equip 
ment Department (responsible for new layouts, et 

in various parts of Fort Dunlop factory) The work 
covers mechanical handling and design of auto 
matic and semi-automatic machinery for rubber 
processing and tyre manutacture (Rubber experi 
ence not essential but applicants should know some 
thing about mechanical handling and/or special 
purpose machine gn in other industries Holiday 
arrangements r ted Pension scheme five-day 


week exceliont W king conditions range 





25-45 Please write, giving brief details and com 
mencing salary required, to STAFF OFFICER 
(REFERENCE E), EMPLOYMENT DEPART 


MENT FORT DUNLOP, ERDINGTON, BIR 
MINGHAM, 24 C753 
THE DISTILLERS COMPANY LIMITED 


MECHANICAL ENGINEER 
(STANDARDS) 









The Company has the above vacancy in its 
Engineering Division at Devonshire House 
in the West End of Lo n Candidates 
will be required t wrepare ngineering 
standards for chemical and other process 
industries, and should therefore have had 
ex periene n such work Preference will 
be given t undidates who are Associate 
Member f th Institute of Mechanical 
Engineers Age range 25-40 Working 
conditions are excellent, and the Compan 
runs at ributory pensi scheme and 
other fri benefits 
Writs 

STAFF MANAGER 

THE DISTILLERS COMPANY LIMITED 
21-22 BOLTON STREET 
LONDON, Wil 
Quote Ref. 83/60 E C 743 


DEVELOPMENT ENGINEER 


DEVELOPMEN 
MANUFACTUR 
for research int 


I ENGINEER for GASKET 
ERS, SLOUGH, to be responsible 
sealing problems, for conducting an 





Advisory Service to customers and for controlling 
the present Test Laboratory 

A technical training, including some practical 
foundry experience several years’ experience 
automobile engine design and testing, and ability to 
get on with people are indispensable 

Age up to 60 will be considered, providing in good 
health 4 good salary commensurate with responsi 
bility will be paid 

All applications will be treated in the strictest 
confidence 

Write to MANAGING DIRECTOR, COOPERS 
MECHANICAL JOINTS LIMITED, LIVERPOOI 
ROAD, SLOUGH, BUCKS € 759 


CHEMICAL OR MECHANICAL ENGINEER 


rHE ELECTRICAL WELDING DIVISION Ot} 
THE B.O.C) GROUP OF COMPANTLES requires a 
CHEMICAL OR MECHANICAL ENGINEER to 
undertake design and development work of new 
manufacturing plant. Candidates should be gradu 


ates or members of a senior professional institution 
and should preferably have had experience of the 
design of modern mass production equipment or wire 


handling machinery Apply in writing to STAFI 
PERSONNEL OFFICER QU ASI-ARC LTD 


BILSTON, STAFFS ‘ 


MECHANICAL ENGINEER 


Consulting engineers require MECHANICAL 
ENGINEER, aged 25 to 30, with HN good 
knowledge of English and general training and 
experience for varied work including heating, power 


and refrigeration Non contributory pension fund 

Write with full particulars, MACKNESS & 
SHIPLEY, PARLIAMENT MANSIONS, ABBEY 
ORCHARD STREET, 3.W.1 C 763 


MECHANICAL 
ENGINEER 


Burma Corporation (1951) Limited 
Company operating in Upper Burma, climate sub 
tropical and healthy, has a vacancy for a Mechanical 
Engineer Applicants must be suitably qualified 
and have had not less than 5 years’ practical experi- 
ence (excluding apprenticeship) in all-round mech 
anical engineering in a heavy industry 

Four years agreement; six months paid leave of 
which three months normally permitted after two 


a large Mining 


years; contributory Provident Fund, free passage, 
partly furnished quarters and medical attention 
Commencing salary and allowances aggregate 


K.1325 (£99 7s. 6d.) per 
(£110 12s. 6d.) 
education 


month, rising to K.1475 
in fourth year Advise fullest details 
qualifications, experience, age and family 


status 
WRITE BOX 17.637, W.P.S 4, HOLBORN 
CIRCUS, LONDON, E.C.1 C750 
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FORD MOTOR COMPANY, LIMITED 





ENGINEERING RESEARCH 
LODGE ROAD 





BIRMINGHAM, {8 
Have vaeancies for TWO SENIOR DEVELO! 
MENT ENGINEERS in their Power Units Engineer 
ing Research Dept.. to work on the Development of 
Advanced I’ 

Applicants should be mer th 
Institution f Mechanic 1 deg 
Mec al Keng ring vivantag 

Ch ist | king comy 
ha I i R arch a 
> I 1 fa ! f ! mibt 
I W i ‘} nee pret it tl r 
| y 1 tom reial Veh 

Ay 40 vear Phese I t 

! ‘ r pprop ilar 


ind experie! 








MECHANICAL ENGINEERING 
ASSISTANT 
MECHANICAT ENGINEERING ASSISTANT 
REQUIRED f lesign and develop tw k 
f ‘ iking hinery Some electrical exper 
1 bi Applicant should have had pr 
t perl e as weil a theoretical training 
lea I HON C. standard He must be | 
Wing his desigus through manufacture and 
ibs ication rt work int t 
and x an inventive mind Aug 
Sala mn urate with ability and qu ition 
Ay nfidence to Per nel Officer. Souther 
1 Peleph Cables Ltd., Dagenham, Essex 
( ) 


DESIGNER DRAUGHTSMAN 


Dbkslé 


DRAUGHTSMAN required f al 











iNER do for 
! panding Company in SOUTH BUCKS ft 
! range of Centrifugal Pumps and other 
I t Candidate must have experi t { 
mi nT ations " iding hot water lation 
tis i be able t work without supervisior 
Ap gag XI am salary 
BOX 4 s, Offices of ENGINEERIN 
DEVELOPMENT ENGINEER 
DEVELOPMENT ENGINEER required ! 
Diese Engineering Divisio f the R tes Grouy 
with rience of high speed diesel engine develoy 
1 lucationa tandard must be uy HN 
n ind pre higher Applicants should 
t il f deal ith all phase f diesel engine 
l py t APT with fu particulars and 
salary required, to THE SECRETARY, TILLING 
STEVENS LTD 4 ROOTES GROUP COM 


PANY VICTORIA WORKS MAIDSTON 
KENT C7 


PROJECT ENGINEER 
QUAKER OATS LTD. 


We require i PROJECT ENGINE 
Engit Planning and Develop 


ment Dey 


irtment 


PERSONNEL MANAGER I 
QUAKER OATS, LTD 

BRIDGE ROAD 

PHALL, MIDDLESEX 


Sol 


ENGINEER 


BRITISH OXYGEN RESEARCH & DEVELOP 
MENT LTD. have a vacancy for an ENGINEER t 
r ut research and rk pumy 

‘ and pumping problems at low temperatures 
I write t THE SECRETARY, BRITISH 

N RESEARCH & DEVELOPMENT LTD 
PARK ROAD, LONDON, S.W.19 ( 7 


development w 


Piease 
OXYGI 
DEER 





REED BROTHERS 
(ENGINEERING) LTD. 


SENIOR & JUNIOR 
DRAUGHTSMEN 


required for varied and interesting design 
work on Medium and Heavy Hydraulic 
Press Projects Experienced men preferred 
but applicants with good general engineer 


ing background considered Excellent 


working conditions with Pension Scheme and 


Luncheon Vouchers Write 


PERSONNEL MANAGER 


REPLANT WORKS 
WOOLWICH INDUSTRIAL ESTATE 
LONDON, 8.E.18 C777 




















MECHANICAL, ELECTRICAL AND 
CIVIL ENGINEERS 


MECHANICA! ELECTRICAL AND CIVIT 
ENGINEERS required by North Eastern engineet 
ing office dealing with industrial power plants and 
electrification schemes The apy ants, wh hould 
be aged between 25 and ur hould be ke 
and able work with minimur ! ! M 
mum qualif n is H.NA vether with i 
experience in Thermal Plant/1 r ign i 
and th ibility to handle Cor wt Ww Cont 
Supe innuati i = her Rey Kt ! ! 
eta f age, experience at se! ary BOX 
( 0, Office f ENGINEERING 
VIBRATION INVESTIGATIONS 
rut BRITISH SHIPBUILDINE RESEARCH 
ASSOCTATION yuire " UNIVERSITY 
GRADUATE to take haree fa na ection 
urrving out re hes into ship machinery vibration 
problen Pres i experi : u tl feid 1 
esselitial and practical training would f ul Ivar 
ue rl tarting salary lepending ag i] 
ifications, will be in the range of £100 17 
per annun The position carrie uperannuatiot 
under FSS 1 Application with fu particular 
it ir { B.S.KR.A CHESTER 


dressed ¢ 
ARDENS, CURZON STREET, LONDON 


st d be 
FIELD ¢ 
Wl 








DRAUGHTSMEN 
FISONS FERTILIZERS LIMITED need the ser 
vices of EXPERIENCED DRAUGHTSMEN wh 
preterat have spent some time working i the 
Chemical Industry The pers appointed fill 
these Vacancle should poss oN preferably 
HNC. as the work . ed requires detailed know 
ig f mod mac ry Problems affecting both 
design and maintena ire part he job. Work 
ry rood Staff 1 it re con 
prel ‘ Heip with housis an | n for 
per willing mov t th par f « Ea 
Coa whiel ffer attractions f bott 
( t Cou 1 Applica ns giving pr ! 
Pp j A lar previous experience amd set 
plover and educational qualification hould = be 
ent t WORKS MANAGER, FISONS FERTI 
LIZERS LIMITED, IMMINGHAM, GRIMSBY 
LINCS ( ao) 
HEALTH PHYSICISTS 

re ilired by the UNITED KINGDOM ATOMI( 
ENERGY AUTHORITY it the HEALTH 
PHYSICS DEPARTMENT \l WINDSCALI 
AND CALDER WORKS, CUMBERLAND 

Thi department avises no all aspects of safety 
neluding radiologica and nuclear safet) for a 
i Works ) sting fa umber of iclear 
rea rs aborat fa ti ind large chemical 
plants 4 ing radioactive materials 

TI ju sofs essful apy suts would be either 

responsibility for the rganisation and opera 


ior fa section f the Operations Control 
‘ up of tl Heaith Physi Department 
This w k will inv ve the rganisatior f 
te monitoring teams ed to measure and 
issess radiation and ntamination condi 
ions and to advise the | nt management 
n safety pr autior 
t aurry ut secrentific al hinical investiga 
t in the Health and Safety f i Th 
main emphasis will t nis stigations into 
pecial problems ass ited wit! h it 
but it is envisaged that there may be scope 
for more fundamental researct 
APT ul must possess an Honours degree r 
equivalent in phys chemistry r engineering 
Previous experience in the field of radiological pr 
tect while desirable, is not essentia 
Salary scale CAO at ave tt £1340 per annum 
Contribut Superannuation Staff Housing 
sche 
Send posteard for application fort juoting refer 
ence P/W.40/3.2 t RECRUITMENT OFFICER 
’.K.A.E.A PRODUECTION GROUP WIND 
SCALI WORKS SELLAFIELD SEASCALE 
CUMBERLAND 
Closing Date: 5th SEPTEMBER, 1960 C779 


DRAUGHTSMEN 


the 
Group 


required for Diesel Engines Division of 


Rootes 


ring 


(24) SENIOR DRAUGHTSMAN with experience 





f high speed diesel engines Initiative 
ssential for this appointment 
(6) DRAUGHTSMAN with experience f high 
speed diesel engines for desigt nd detail 
work 
In both cases applicants must be up to HN. 
tandard of technical educatior 
Apply, with full particulars and salary required 
to THE SECRETARY, TILLING-STEVENS LTD 
(A ROOTES GROUP COMPANY VICTORI 
WORKS, MAIDSTONE, KEN C774 
EUCLID (GREAT BRITAIN) LIMITED 
have a vacancy fora 
Experience in technical illustration essen 
tial experience in lay-out, lettering and 
re-touching desirable The job entails 
design and art work of technical literature 
sales folders, and advertisements 
rhe Company operate a comprehensive 
personnel policy including Free Life Assur 
ance and Contributory Pension Scheme 
Canteen facilities on the Estate All appli 
cations in writing to the 
PERSONNEL DEPARTMENT 
EUCLID (GT. BRITAIN) LIMITED 
NEWHOUSE INDUSTRIAL ESTATE 
MOTHERWELL (744 
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Chief Engineer 


\ large oil storage installation on the Thames 
requires a Chief Engineer to take control of its 
Engineering Department 

Applicants must be of good education and 
have an Engineering Degree (preferably B.Sc 
in Mechanical Engineering), together with long 
term practical experience in the handling of 
men, plant maintenance, budgetary control and 


administration 


The salary offered is attractive and applic 
cants between the ages of 40-50 would be pre 
ferred. The company operates a contributory 


Pension Scheme, with Life Assurance 


Write, giving full details of education, quali 


fications and past experience, to 


The Managing Director, 
London & Thames Haven Oil Wharves, Ltd 
Bucklersbury House, 


83, Cannon Street, London, E.C.4 




























ENGINEER SURVEYOR ENGINEER 
ENGINEER SURVEYOR required for inspection ENGINEER ut 30 years) required for ( 
{ Boi ind Pre ire plant Must ha t Cla ng Knygineer Office in Manchester } 
Mol ‘ with Stean endorsement r degree andor por membershir . 2. @ 
equ alent Star wz salar tan), F 4 ngineering Institution varied industria ' 
(E.S.A. 8 Other benefit Area Chester and an advantag Technical investigation and 
North Wale Apy ENG. DEPT GENERAL in matter where ti ution ix hei ' 
ASST RANCH CORP LTD ee) ALDWYCH Apply BOX © 741, Of f ENGINERRIN 
Wie C 720 
NORTHERN ALUMINIUM CO. LTD. 
BANBURY 
Require an ENGIN aged 26/32 
G.W.B. FURNACES LIMITED equire an ENGINEER aged 26/32 
to undertake design and development 
CONTROL GEAR DIVISION work in the Engineering Section ot 
the Sales Development Division. The 
SALES ENGINEER post, which involves a_ variety of 
interesting projects, calls for technical 




























competence and initiative, and candi- 


—— for London and the Home dates should preferably have some 
He aa have experience of electric knowledge of design in and fabrication 
motor control gear, contactors, relays, of aluminium A good engineering 
multi-motor control panels, switch background and academic qualifica 
boards, etc tions Of university degree standard 
This is a senior appointment and a essential 

good salary is paid, plus expenses Write, giving full details of education, 


he posits is permanent and pension- 
The position is permanent and f experience, etc. to 


able 4 
PERSONNEL OFFICER 
A company car is provided 
Write p heer Poa me giving details of NORTHERN ALUMINIUM CO. LTD 
age, qualifications and career to date BUSH HOUSE, 
to ALDWYCH, LONDON, W.C.2 
SALES MANAGER, C752 


GEAR DIVISION, 


od || WORK STUDY 


CONTROL 
G.W.B 








ENGINEERS 











WORCS 

WORK STUDY ENGINEERS are 
invited to apply 
offer 


advantageous 


















for vacancies that 


temporary engagements, at 


of 1 
light 


APC 


Vacancies exist in the Central 


terms to 2 


years 


duration, in a Engineering 


London Technical Department for factory situated in the Midlands. 
I 1ECI {ANICAL The project involved is of import 
ance and concerns review, re-study 
ENGINEERS and implementation of ¢ oOmpany 
i k ; Policy in the application of Work 
to undertake theoretical investiga- 

Study affecting »s al thousan 
tions associated with the design, “a hflecting several thousand 
control and performance of nuclear employees. 
power stations. Candidates should 

) , 
have a good honours degree and Permanent posts will be available 


some industrial experience to some participants on completion 
Applications giving full details of 
experience and qualifications should 


be sent to 


of this project. 


Applicants should write, quoting 


The Personnel Manager (Ref. E/131) E/M, stating age, qualifications and 
ATOMIC POWER CONSTRUCTIONS LTD., experience, to THE PERSONNEL 
0. BOX 90, MANAGER, BOX © 700, Offices of 


28 THEOBALDS ROAD, W.C.!. 


ENGINEERING. 














FOR ADVERTISEMENT RATES : 





SEE TRADE & TECHNICAL SECTION PAGE 4 
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JOHN 


Engineers and Shipbuilders 


BROWN AND COMPANY LIMITED 


INCREASED PROFITS AND STRONG LIQUID POSITION 


John Brown and Company Limited will 
be held on September 2nd in London. 

The following is an extract from Lord 
ABERCONWAY'S Statement circulated with the 
Report and Accounts for the year ended 
March 31, 1960: 

The Consolidated Profit before tax was 
(to the nearest £1,000) £3,645,000, an 
increase of £292,000 over that of the 
previous year. The Consolidated Balance 
Sheet reveals a strong liquid position. 
Cash and its near equivalent stand at 
£8,810,000, an increase over the previous 
year of £3,651,000. In view of the increase 
in profit, and of the strong liquid position, 
the Directors have decided to recommend 
a final Ordinary dividend of 7 per cent, less 
tax, making a total for the year of I1 per 
cent, less tax, compared with 10 per cent, 
less tax, for the previous year. 


Sir Stanley Rawson, to the great personal 
regret of his colleagues, retired during the 
year from the Board. His knowledge and 
experience, and his wisdom and judgment, 
will be much missed. 


Ts 96th Annual General Meeting of 


Shipbuilding 


Her Majesty the Queen Mother graci- 
ously visited Clydebank on 16th September, 
1959, to name and launch the 50,000 ton 
deadweight tanker s.s. “ BRITISH 
QUEEN ” for the B.P. Tanker Company 
Ltd. Earlier in the year the same owners 
took delivery of a 42,000 ton tanker, s.s. 
“ BRITISH JUDGE,” and m.v. “ CLAN 
MACINDOE™ was completed for the 
Neptune Shipping Company Ltd. The 
anti-submarine frigate H.M.S. “ YAR- 
MOUTH ™ was commissioned in March, 
1960, and earned high praise from all who 
inspected her. 

Two 50,000 ton deadweight tankers are 
under construction and the s.s. “* TRANS- 
VAAL CASTLE” of 33,000 tons gross 
will be launched next January for The 
Union-Castle Mail Steamship Company 


Ltd. Good progress is being made on 
H.M.S. * HAMPSHIRE,” a guided missile 
ship. 


Clydebank has co-operated over a con- 
siderable period with The Cunard Steam- 
Ship Company Ltd. in their design studies 
for a new express liner, and it is gratifying 
that the Chandos Committee has approved 
the resulting design. It is, of course, our 
hope that Clydebank will be asked to extend 
its collaboration to the building of the ship. 


On 30th September, 1959, Sir James 
McNeill relinquished his exeqitive duties 
as Managing Director of John Brown & Co 
(Clydebank) Ltd. He remains as Deputy 
Chairman of the Clydebank company, 
where his experience, his judgment, and his 
incomparable knowledge of shipbuilding 
will be of inestimable value, and continues 
of course as a director of John Brown & 
Company. He is succeeded, as Managing 
Director of the Clydebank company, by 
Mr. John Brown, formerly the Naval 
Architect. 

Land Boilers 


The business of supplying large boilers 
for power stations, in which John Brown 
Land Boilers Ltd. is engaged, has continued 
to be difficult. The orders remaining to 
be executed will shortly be very few 
Indeed. the order for a boiler for Bankside 
station remains the only order that the com- 





LORD 


pany has received from a British generating 
authority for more than four years. The 
recently announced addition to the pro- 
gramme of new generating capacity is 
helpful; even so, the future of John Brown 
Land Boilers Ltd. is far from assured. 


Machine Tools and Engineers’ Tools 


Wickman Ltd. during the latter half of 
the year experienced a very substantial 
increase in the demand for its multi-spindle 
automatics. Most of this came from 
makers of motor vehicles and domestic 
appliances, at home and overseas. More 
orders were received last year for auto- 
matics than ever before, and quoted 
deliveries, which had been reduced to some 
six months, are now about eighteen 
months. Wickman’s manufacture and sales 
of ** Wimet ** tungsten carbide tools have 
increased considerably, and re-tooling of 
automatics with ** Wimet ” tools is becom- 
in an increasing feature of its business. 

Webster & Bennett Ltd. continued in full 
production during the year and achieved a 
record output of its vertical boring and 
turning mills. The rate of incoming orders 
has improved since this time last year, but 
is still much below the capacity of the 
factory. A moderate reduction in the 
production programme will therefore be 
necessary in the latter part of the current 
year; but owing to labour wastage this will 
involve no redundancy. 


Firth Brown Tools Ltd. has benefited from 
the general revival in the demand for 
engineers’ cutting tools, and has had a good 
year both at home and in export markets. 
A new research department on machin- 
ability is nearing completion; an important 
unit in this is a new test lathe with excep- 
tional speed and power, with which it is 
intended to explore the next generation 
of machine tools designed to exploit more 
fully the potential of carbide and ceramic 
tools. 

Other U.K. Interests 


S. N. Bridges & Co. Ltd. continues to 
experience intensely competitive conditions; 
nevertheless, sales of the industrial range of 
portable electric tools increased; and more 
orders from overseas were obtained. The 
first stage of the rebuilding and modernisa- 
tion of the newly-acquired works in York 
Road, Battersea, completed during the 
year, enables a higher output and a greater 
efficiency to be achieved, and plans are 
well advanced to launch new products. 

Since the end of the financial year, the 
order previously given to Cravens Ltd. 
by London Transport Executive for 248 
cars for the Amersham service has been 
increased by a further quantity of 216 cars 
for the Uxbridge service. Deliveries have 
begun of ten prototype underground cars, 
which incorporate interesting and original 
features, both in design and finish. During 
the year Cravens completed the Ship Tank 
Carriage for the Ship Hydrodynamics 
Laboratory (National Physical Laboratory), 
Feltham; this was a fine piece of mechani- 
cal engineering and construction. Sale of 
plastic injection moulding machines to the 
designs of Hydraulic Press Manufacturing 
Co. increased considerably during the year. 


For Markham & Co. the difficult trading 
conditions reported last year continued 
during the first half of the year. Latterly, 
however, there was a better demand for its 
medium and heavy engineering products, 
and orders from the National Coal Board 
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for several winding engines have been 
obtained. There is intense world competi- 
tion in the water turbine field where 
Markham’s manufacture for Boving’s. 


John Brown (S.E.N.D.) Ltd. serves as a 
sales, design, and contracting organisation 
for special projects, and as a means of 
deploying, in executing such projects, the 
manufacturing resources of the appropriate 
subsidiaries of the Company. An arrange- 
ment has been made with Demag A.G., the 
well-known German engineering firm, and 
a substantial order for rolling mill equip- 
ment has already resulted. 


The Company, jointly with Solartron 
Electronic Group Ltd., has formed a new 
company, Solartron-John Brown Auto- 
mation Ltd., to enter the potentially large 
field of completely automatic dispensing for 
warehousing and supermarket operation. 
The Company has acquired a substantial 
interest in Auto-Stackers Ltd., which is 
constructing at Woolwich this country’s 
first automatic mechanical multi-storey 
garage. Sir Norman Hulbert has been 
appointed Chairman of both Solartron- 
John Brown Automation Ltd. and Auto- 
Stackers Ltd. 

Constructors John Brown Ltd.was success- 
ful in securing a number of contracts for 
chemical plants and oil installations in the 
United Kingdom during the year, despite 
the general recession in capital projects in 
1959, which has made competition keener. 
Latterly enquiries in this country have been 
scarcer, but work of the sort in which C.J.B. 
is interested is being offered in fair volume 
overseas. Much of it, however, requires 
credit, and many foreign competitors seem 
able to offer longer terms than those which 
British contractors can arrange, or for 
which insurance cover can be obtained. 


Overseas Interests 


The Company's overseas businesses 
increase continually in number and import- 
ance. In Canada, despite intense competi- 
tion and other difficulties facing secondary 
manufacturing industries, the Company's 
three subsidiaries hold their positions and 


render important service to Canadian 
industry. Firth Brown Steels Ltd., in its 
extensive warehouses in Montreal and 


Toronto, handles stainless and heat-resist- 
ing steels in many forms. Firth Brown 
Tools (Canada) Ltd. manufactures a range 
of engineers’ cutting tools in its plant at 
Galt, and imports others from its parent 
company in Sheffield. A.C. Wickman Ltd. 
in Toronto holds a wide range of agencies 
for machine tools and other equipment and 
manufactures tungsten carbide tools and 
mining drills. In Africa, the conduct of 
business brings many anxieties, but the 
Board has confidence and believes that the 
Company's various organisations will con- 
tinue to contribute industrially to the 
stability and increasing prosperity of these 
countries. Wickman (South Africa) Ltd. 
makes tungsten carbide rock drills and 
other tools. Firth Brown Tools (Pty.) Ltd. 
supplies Speedicut tools throughout the 
Union and Rhodesia, and has stocks and 
technical services available in several centres, 
F. Issels & Son Ltd. (in which the Company 
has a half share) in Bulawayo, in spite of 
heavy competition, has secured and com- 
pleted important engineering work and has 
further developed its iron and steel foun- 
dries. Rhodesian Alloys (Pvt.) Ltd., in 
which the Company has a substantial stake, 


has operated to full capacity supplying to 
many world markets high quality low 
carbon ferro-chrome, an essential com- 
ponent of stainless steels. In Brazil, 
Wickman has taken a majority interest in 
an established company, Brasmac. A 
factory has been built in San Paulo in which 
sparking plugs for Champion International 
are being produced, various components 
for the automobile industry are being 
made, and manufacture of tungsten carbide 
tools will shortly start. The rest of the 
business of this firm is in importing machine 
tools. Machine Tools (India) Ltd. has 
continued to render an important service 
to the developing community, in the supply 
of machine tools to India, as agents of 
principals all over the world. A technical 
aid agreement has been made whereby 
Wickman will help an Indian company to 
produce tungsten carbide products, which 
Machine Tools (India) will sell. In Austra- 
lia, Wickman (Australia) Ltd. continues, 
as importers and distributors of machine 
tools, to serve Australian industry and to 
increase its turnover; it also sells tungsten 
carbide tools manufactured in Australia 
at successive Stages by associated companies 
In the United States, Wickman is building 
a sales organisation to handle the distri- 
bution, through appropriate agents in 
various parts of the country, of machine 
tools made by the Company’s subsidiaries 
and by others whose U.S.A. agency 
Wickman holds. 


Westland Aircraft Ltd. 


Westland Aircraft Ltd., in which the 
Company has a substantial shareholding, 
has emerged from the recent reorganisation 
of the aircraft industry as one of the 
principal groups after buying Saunders-Roe 
Ltd., the Helicopter Division of Bristol 
Aeroplane Co. Ltd. and Fairey Aviation 
Ltd. 


General 


Stockholders can be assured that new 
lines of activity are constantly being looked 
into and developed, either by way of 
extensions to the existing activities of sub- 
sidiaries, or by way of the acquisition of 
existing businesses, or by way of joining 
with suitable partners to found new enter- 
prises. In this way the basis of the Com- 
pany’s activities is broadened, and the 
businesses of the existing subsidiaries, many 
of which face uncertainties and difficulties, 
are strengthened. Indeed, many of these 
new enterprises are deliberately chosen so 
that when they develop they may well 
provide work for, or otherwise fit in with, 
one or more of the Company’s established 
subsidiaries. 

It is remarkable how the ups and downs 
of the various businesses that comprise the 
Company’s interests have, in recent years, 
offset each other, so that profits have 
steadily increased, a firmer base has been 
provided, and a financial strength has been 
built up that enables the Company both to 
continue its progress and to face with 
confidence whatever difficulties arise. 

For this satisfactory state of affairs, and 
for the successful results of a year which, 
in many of the Company’s businesses, has 
been far from easy, the efforts of the 
managements, the staffs and the workpeople 
of the subsidiary companies are largely 
responsible. To all of these the _ best 
thanks of the Stockholders and _ the 
Directors are due 
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Ferranti Advancing 
on all Fronts 


W 


or semi-conductor devices FERRANTI 
mounts an increasing effort in research 
and development. 


HETHER in machine tool control | 
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systems, transistorised computers | 


Their annual report, presented by the | 


chairman, Sir Vincent de Ferranti, tells 
a story of successful trading leading up 
to an increased profit before tax of 
£4.014,890, against £2,419,865 last year. 
This year’s profit after paying tax was 
£2,123,390. 

Most encouraging of all is the fact 
that orders, described in the report as 
* sales 


input,” have increased to a 
record level. 
Among the users of the Ferranti 


Pegasus electronic digital computer are 
banks, aircraft makers, insurance com- 
panies, oil concerns, universities, re- 
search establishments and a variety of 
industrial companies. 
puter ten to fifteen times the speed of 
Pegasus, is in use around Europe and 
as far afield as Buenos Aires. 

The transistorised computer Sirius is 
in production and two more of the type, 
Orion and Atlas, are being developed, 
Professor Kilburn and his staff at 
Manchester University making a 
substantial contribution to the design of 
Atlas. Its first use will be on scientific 
problems where high speed is essential. 
It will operate between one and two 
hundred times faster than the Mercury 
computer. 


Computer Centre 


A new Ferranti computer centre is 
being set up in London for staff training 
and demonstration and also for those 
firms who want part-time use of com- 


puters. The centre will be equipped 
with Pegasus II, Sirius and Orion 
machines. 


The extensive effort that has gone into 


semi-conductor devices is yielding 


returns and an extra wing has been | 


half the electricity meters in Britain, a 
field where there has been considerable 
decline in both home and overseas 
prices. It has so been possible to meet 
the falling prices with reduced produc- 
tion costs. 

Among the overseas subsidiaries, the 
United States FERRANTI Evectric Incor- 
porated expanded their capacity and 
had a successful trading year. A sub- 
stantial interest was bought in_ the 
Australian WILSON ELecTRIC TRANS- 
FORMER Company who have been 
Ferranti’s transformer agents for many 
years. Technical and manufacturing 
information is to be provided to the 
company which have recently extended 
their plant at Melbourne to deal with 
larger sizes of power transformers. 

FERRANTI-PACKARD ELectric Limited 
in Canada, face tough competition in 
a difficult market. 


| has been installed in Toronto, a new 


Mercury, a com- | 


thermal demand meter has been intro- 
duced and the manufacturing space of 
the electronic division doubled. 


Fodens Operating 
at Record Levels 


and of demand appearing to stretch into 
the future comes from one of the heavy 
| commercial vehicle producers. 

This time the good news comes from 
Fopens Limited. While the business 


A Pegasus computer | 


| blind 


| pany has sent one of its demonstration | 
coaches on an intensive tour of Scan- | 
| dinavia,. 
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staff are now engaged on sales visits 
to the USA, Canada, Australia, New 
Zealand, India and various European 
countries 

Looking ahead to colder weather, the 
chairman stated that the company would 
introduce a new electric blanket and a 
plate warmer before the winter 

Mr. Berry, for all the outstanding 
performance of the company, was not 


allowed to be optimistic throughout 
Describing the future prospect as 
extremely favourable he made this 


reservation—trade recessions are infec- 
tious and it would be unwise to turn a 
eye unpredictable measures 
which the the Government may take 


to 


Colchester Lathe 
Scandinavian Tour 


Continuing its vigorous sales efforts in 
Europe the CoLcuester LATHE Com- 


It is to spend a month in each 
country, taking in Norway, Finland, 
Sweden and Denmark. 


Industrial users will see 


| strations of Colchester equipment and 
Another record of substantial successes | 


is very competitive there is a steady | 


improvement and the company’s order 
books are in a very satisfactory position. 

Mr. James Wild, the Foden’s chair- 
man, expresses his belief that a good 
volume of orders will continue. 

There has been a substantially 
creased number of overseas 
despite the fact that conditions in some 
foreign territories make trading difficult. 
Production at the works was now run- 
ning at record levels. 

In many parts of the United Kingdom 
and overseas, the company maintain 


in- 


depots or have agents, all with factory- | 


trained personnel, for the provision of 

| customer service. This facility is to be 
improved by the opening of an all- 
purposes depot at Cardiff. 


Optimism from 
an Electrical Manufacturer 


added to the Wythenshawe laboratories | 


to make more room for the work. The 
first of a further range of transistors to 
be introduced soon has been added to 
the Ferranti range. 


The BeNDIx AVIATION Corporation | 


have now taken up the distribution in 
the United States of Ferranti machine 
tool control systems. A simplified com- 
puter control system has been produced, 
as have a position control system and a 
direct-reading coordinate inspection 
machine. 

There was a record output of power 
transformers and associated equipment 
during the year. 45 per cent of this 
equipment was exported. Among over- 
seas deliveries there were nine 330kV 
units for the Kariba hydro-electric 
scheme and nine 180 MVA and some 
smaller units for the United States. 

Orders for large power and distribu- 
tion transformers has _ considerably 
increased, an opposite movement to the 
previous year when orders were declin- 
ing. The two 310 MVA, 306 kV trans- 
formers for Blyth *‘B*™ power station 
are the largest yet ordered by the 
CENTRAL ELectrricity GENERATING 
BOARD. 

Ferranti are the makers of more than 





Whatever the fate of electric appliance 
sales may be currently, there is no 
despondency about Mr. Raymond 
Berry, the chairman of Berry's ELec- 
TRIC MAGICOAL Limited. 

The company’s output is continually 
| being increased to meet a_ heavier 
demand which, at the time of Mr. 
Berry’s annual report, showed no sign 
of decreasing. Hire purchase, 


sale of Magicoal products. 


net profit before tax 


and some operating costs. 


Exports increased by 10 per cent 


Mr. Berry points out that this compares 
well with the all-up increase in the 
national figure of 5 per cent, and even 


better with the 6 per cent decline in 


goods. 


A 25 per cent increase was achieved 


| in Magicoal fires sold to the United 


States market and senior 


company 


orders | 


he | 
believes, is not a major factor in the 


In the past financial year, the com- 
pany’s sales rose by 43 per cent and 
increased by 
70 per cent, from £237,879 to £405,731. | 
Selling prices have been held, and in 
some cases cut, over the past two years 
despite increases in wages, materials 


British exports of domestic electrical 








arrangements have also been made to 
colleges. 
The crew operating the demonstration 
coach are the same people that toured 
Northern 


visit technical schools and 


with the lathes in Britain, 
Ireland and in Eire. 
The team is led by M1 


| Lathe sales director. The 


in the UK and in Eire. It 


interested in association with EFTA,. 


|are at present in Switzerland 


Germany. 


the European market. 


should tour other continents. 


he needs. Practical proof of 


sales method.” 


Demand Very High for 
Locks and Safes 


| provements 


demon- | 


| ton Works, 


A.J. Plowman, 
on the left in the picture, the Colchester 
company 
reports a very good response to the tours 
has con- 
fidence in the outcome of the Scand- | 
inavian trip to three countries who are 
members of the European Free Trade 
Association and to one, Finland, that is 


Other Colchester demonstration teams 
and 
Later this year they will | 
be taking in Austria and other parts of 
Eventually it is 
intended that the coaching sales teams 


The company explains “ The best | 
way to approach export markets is to 
prove to the potential user that the | 
machines you can offer are just what 
the 
machines’ ability outweigh any other 


With the indictable offences graph at 
the Home Office moving rapidly into an 
| even steeper upward curve it is not 
surprising that the safe-making firm of 
CuusBB AND SON report that last year 





reported the chairman, Mr. G. C. H. 
Chubb, for further development in 
many directions. 

Turnover was maintained in the 


export markets. At home, a new range 
of locks is being put on the market. 

The company have successfully intro- 
duced the new Chubb Anti-Arc Alloy, 
this is on the banking side of their 
activities. Fire-resisting office equip- 
ment sales have improved 

There are subsidiaries 
South Africa and Canada. 
important factory extensions 
are approaching 
Substantial orders for 
metalwork have been 


in Australia, 
In Australia, 
and im- 
comple- 
architec- 
obtained. 


tion. 
tural 


| Many sizable banking installations have 


been made in South Africa in a year of 
‘great strain’ for the company’s 
employees 

The profits of the group before ta 
were £552,008, against £414,504 in the 
previous year. 


i 
‘ 


New Hydroelectric Division 


for English Electric 


A new division within the English 
Electric Company is to be formed to 
combine all aspects of the company’s 
hydroelectrical engineering at its Nether- 
near Liverpool From 
1 September, 1960, the new hydro 
electric division will be responsible for 
the commercial, engineering and manu- 
facturing operations connected with 
hydroelectric installations, including the 
design and manufacture of turbines, 
alternators and large valves. 

The manager of the new division will 
Mr. J. Gavin Warnock, at present 
manager of the hydraulic department of 
English Electric’s Canadian associate, 
John Inglis and Company of Toronto 

rhe division will be formed by moving 
the staffs of the design, projects and 
mechanical development of 
water turbine department, at present 
at Rugby, to join the water turbine 
alternator section already at Netherton 
The Netherton factory covers 70 acres 
and the five heavy machine shops are 
able to manufacture complete hydro- 
electric plant, up to the largest sizes, for 
world power systems The hydraulic 
laboratory, one of the best equipped in 
the world, will form a part of the divi- 
sion but will remain at Rugby. Approx- 
imately 60 members of the Rugby staff 
will be involved in the move 

Since 1920, when English Electric 
| began to design and manufacture water 
turbines, Rugby-designed machines, 
including some of the most powerful 
units in the world, have been manu- 
factured in Canada and in England and 
Scotland mainly for export. The total 
power of all the turbines produced now 
approaches 124 million horse power 


“£5 


sections 


Pakistan Oil Refinery 
and More Exploration 


The estimates have been submitted to 
the Pakistan authorities for the oil 
refinery to be built near Karachi. 

A four-company consortium is spon- 
soring the project. They are BURMAH 
Oi, SHELL, STANDARD VacuuM and 
CALTex. Pakistan's oil consumption 
has been meagre for years but it has 
now risen to about two miilion ton as 
year and is expected to rise rather more 
swiftly in future. 


| 
they enjoyed a record turnover. Oil exploration investment in Pakistan 
| All the firm’s production sections | this year has been raised by 10 per cent 
| were fully extended in meeting the | over last year. The Government finds 
| demand and now there are claims, | 25 per cent of the costs. 
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Friction Welding: A Practical 


The direct conversion of mech- 
anical to thermal energy used 
in a friction welding machine 
gives it alow energy consump- 
tion. This fact alone should 
make friction welding (an 
attractive process. 


ASICALLY, friction welding entails the heating 

of two surfaces to be welded by the heat gener- 
ated when they are rubbed together. When a 
high enough temperature is reached the two 
surfaces are forced together so as to form the 
weld. 

In the simplest case, one surface is rotated 
against another held stationary. The basic 
variables, i.e., the temperature to which the 
weld surfaces are raised and the upsetting 
pressures, are similar to the variables with other 
pressure welding methods, i.e., flash butt welding. 
in friction welding, however, only a small 
volume of the material is heated by a fast direct 
conversion of mechanical energy to thermal 
energy. This means that the process has a 
relatively low energy consumption. 

The invention of this method of welding is 
attributed to A. 1. Chudikov, a Russian engineer. 
Details of the process have been published 
recently in the journal Czechoslovak Heavy 
Industry. 

PROCESS 

Fig. 3 shows characteristic plots for the friction 
welding process, which can be divided into a 
preheating and an upsetting period. The process 
begins with contact of the surfaces to be welded 
under the influence of a preheating pressure. 
After contact, an increase of the friction moment 
occurs which lasts for the period of dry friction, 
i.e., until the material becomes plastic. Friction 
moment rises with increasing preheating pressure 
and with increasing diameter of the material to 
be welded. The type of material has little 
effect on the friction moment. 

When the material becomes plastic, the friction 
moment falls off to a value which is almost 
constant. The preheating period finishes when 
the required welding temperature has been 
reached and a sufficient volume of material has 
been heated up. The upsetting pressure is then 
applied before rotation is stopped. 

The introduction of the upsetting pressure is 
followed by a decrease of the friction moment 
caused by the decrease in speed of rotation and 
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the formation of the weld. 

The basic factors of friction welding are then 
as follows: 

(1) Speed, 

(2) Preheating pressure, 

(3) Upsetting pressure, and 

(4) The time delay between application of the 

upsetting pressure and the stopping of the 
workpiece rotation. 

In order to obtain a good weld, all these 
factors must be controlled. 

Theoretical computation of the heat transfer 
which takes place during the process shows that 
the intensity of the heat generation in the 
contact surfaces of the workpieces depends on 
the physical properties of the material, e.g., the 
coefficient of friction, the thermal conductivity 
and the specific heat. Calculations show that 
the heat generation is not uniform throughout 
the entire weld cross-section, a fact which also 
results in unequal heat distribution (parabolic). 
Before the entire cross-section changes to the 
plastic state, the maximum temperature is in a 
circle of 2/3 of the diameter of a solid circular 
workpiece. After a very short time, the tem- 
peratures are equalised and, in the next phase, 
the heat-affected zone spreads from the centre 
of the contact area to the perimeter (Fig. 2). 

A typical characteristic of friction welding is 
the approximate state of equilibrium which is 
reached in the contact zone of the weld shortly 
after the transition to the plastic state. The 
temperature in the direct vicinity of the contact 
surfaces of the weld, measured by an optical 
pyrometer, is approximately 1,200° C. 

It has been found by experiment that the 
friction weld originates in the austenitic range 
of temperatures, i.e., temperatures higher than 
transition temperature A, of hypo-eutectoid 
steels and Acm of hyper-eutectoid steels. It 
has also been shown that the temperature is not 
higher than the melting temperature. It can 
therefore be assumed that the theory of friction 
welding is closely related to that of cold and hot 
pressure welding. 

RESEARCH 

Research into friction welding technology was 
carried out on pilot-plant equipment. The chief 
aim was to gain data for the design of special 
welding machines, and to determine the funda- 
mental principle affecting the weld quality. 

In order to simplify all the relationships, non- 
alloyed low and high carbon materials were 
chosen for studying the effects of the invididual 
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Fig. I (left) 


Graphical representation of the friction welding process. Curve 1—Input power. 


3—Speed of rotation. 4—Preheating pressure. 


Typical relationships between mechanical properties and overall upset. 


5—Upsetting pressure. 


Process 





Fig. 2 


Cross-section of a friction weld. 


variables on the quality of the weld. The 
test results showed that the quality of the weld 
depends mainly on two factors, namely tem- 
perature and contact pressure. 

In addition, as already stated, the welding 
process can be divided into two periods, the 
preheating period and the upsetting period. 
Each period has its own specific effect on the 
weld quality. 

The preheating period must supply a sufficient 
quantity of heat to bring a certain amount of 
material, determining the weld quality, to the 
plastic state. 

Overheating, i.e. prolonged preheating, leads 
to primary grain growth in all materials. The 
coarsening of the material is especially noticeable 
in materials with a higher carbon content, which 
have a lower temperature of the critical primary 
grain growth. 

The comparison of grain sizes of samples 
heated at 1,100 and 1,800 r.p.m. leads to the 
conclusion that the grain structure will be much 
finer at lower speeds than that of samples pre- 
heated at higher speeds. This leads to a second 
conclusion that there is a lower equilibrium 
temperature at 1,100 than at 1,800 r.p.m. 

The speed of revolution also has various effects 
on the preheating period. At lower speeds the 
plastic zone is immediately extended into a 
flash. At increased speeds only partial deforma- 
tion occurs during the preheating period, the 
material being heated to depth and the change 
of cross sectional area (upset) being small. At 


(a) 


(b) 
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Fig. 3 (centre) 
2—Friction moment. 


6—Upset. Fig. 4 (right) 


The installed electrical input of (a) electric flash butt welding and ‘b) friction welding. 
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the end of the preheating period, considerable 
grain coarsening sets in. 

A basic requirement of the welding process is, 
therefore, to eliminate grain coarsening as far as 
possible. Tests have shown that this coarsening 
can be eliminated, at least partially, by the correct 
selection of variables during the second stage of 
the welding process, the upsetting period. 

It is known that re-crystallisation of the 
material can be achieved by the plastic deforma- 
tion of the material when heated. The tests 
showed that plastic deformation during the 
friction welding process can occur only if about 
50 per cent of the overall upset is caused by the 
upsetting pressure. The plastic deformation 
caused by the preheating pressure, which is an 
accompanying effect of the preheating of the 
material, does not in any way help to improve 
the weld quality. In order to achieve the plastic 
deformation of the material during the upsetting 
period, the preheating to upsetting pressure ratio 
can be varied over a wide range. 

The actual upsetting pressure used is much the 
same as that used in flash butt welding. It 
influences the notch toughness of the joint and 
values around 8 kg per sq. mm are commonly 
used. The depth of the preheated zone of the 
welded material is initially affected by the magni- 
tude of the preheating pressure. In view of the 
fact that the plastic deformation of the material 
during the course of the upsetting period affects 
the weld quality, the magnitude of the upsetting 
pressure is selected according to the type of 
material to be welded. For welded joints which 
do not require further heat treatment, the pre- 
heating and upsetting periods should be such 
as to attain recrystallisation of the material 
during the. upsetting period. For welded joints 
which are subjected to further heat treatment 
after welding, the above mentioned condition 
need not usually be fulfilled and greater preheat- 
ing pressures can be used, which result in the 
shortening of the preheating period, which in turn 
means the shortening of the entire weld cycle. 


DRESSING 

Excessive stressing of the machine can occur 
during the welding of large diameter parts at 
low speeds, especially during the dry friction 
period before the transition of the material to 
the plastic state. The speed selected must, 
therefore, be such as to ensure the least possible 
stressing of the machine, whilst at the same time 
fulfilling the technological conditions which must 
be met in order to produce a satisfactory weld. 

A further factor which must be taken into con- 
sideration in friction welding is the overall upset. 
This is the sum of the upset which takes place 
during preheating and the upset which occurs 
during the upsetting period. 

This overall upset depends partly on the type 
and diameter of the welded material. It increases 
with rising carbon content. A certain optimum 
upset does, however, exist which results in the 
best weld quality. If this optimum point is 
exceeded, the weld quality deteriorates. Typical 
curves for mechanical properties and overall 
upset are shown in Fig. 1. 

Nearly all types of steel, aluminium, copper, 
duraluminium, titanium, bronze and brass can 
be friction welded. The technological conditions 
for welding combinations of materials of basic- 
ally different chemical composition are much 
more complicated than those for welding 
approximately similar metals. When welding 
materials with similar thermal conductivity pro- 
perties including high alloy materials, however, a 
good weld can be achieved because both parts are 
uniformly heated. 

To attain a good quality weld, the cross sec- 
tions of the workpieces in the neighbourhood of 
the contact areas must be dressed in such a way 
that there is equal thermal flow in both parts. 
In special cases, such as in the welding of circular 
cross-sections to flat plates without recesses, the 
cross-section of the circular stock must be greater 
than the thickness of the plate, in order to 
achieve thermal equilibrium and to prevent an 
excessive heat flow to the plate. 

The contact surfaces for welding need not be 
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Fig. 5 Typical joints which can he friction 


welded. 


absolutely flat, a straight saw cut is sufficient. 
The parallel alignment of both contact surfaces 
must be ensured, though they need not be clean. 

The best test for weld quality, especially for 
pipe joints, is a bending test when the materials 
welded are suited to this type of testing (as in 
resistance welding). A tensile test alone is not 
enough because a strengthening of the material 
frequently occurs in the weld region and fracture 
takes place away from the weld. This may 
occur even when the weld has not been carried 
out under the optimum conditions 


FRICTION WELDING MACHINES 


The inventor of friction welding made his 
first welds on various types of lathes, and this 
welding process can be performed on any suitably 
modified rotating machine tool. However, it is 
reported that modification is not the answer 
from the economic point of view. Reliable and 
economic production can only be achieved on 
special machines designed solely for friction 
welding. These should combine the characteris- 
tics of a single purpose lathe with a press of very 
robust and rigid design, together with hydraulic 
control of: the welding process. The process 
should be automatically controlled in order that 
the machine should reproduce optimum condi- 
tions for a good weld every time. 

As a result of thorough production tests on 
pilot-plant equipment and research into friction 
welding technology, the prototype of a special 
friction welding machine has been designed in 
Czechoslovakia, the ATS 20. It is a universal 
machine which gives speeds for welding steel and 
non-ferrous metals varying in cross-section from 
300 sq. mm to 2,000 sq. mm. The maximum 
upsetting force in this machine is 20 tons. In one 
variation of the machine, both parts of the work 
are held in hydraulic chucks, and the maximum 
length of material at the spindle is 200 mm, 
the length of material on the upsetting side being 
unlimited. Among the jobs which this machine 
will do is the welding of rotating tools composed 
of high speed and carbon steels, gear wheel forg- 
ings and turbine rotors. 

The machine is hydraulically controlled and 
fully automatic, and has an independent hydraulic 
power unit. After gripping the workpieces in 
the hydraulic chucks, the machine operates 
automatically according to preset variables. 
These include automatic opening of the chucks 
at the end of the welding operation, and fast 
reverse travel of the upsetting unit to its initial 
position for the chucking of the workpieces for the 
next welding cycle. The machine is also equipped 
with an auxiliary machining carriage for machine 
dressing of the workpiece before or after welding, 
if this is desired. 

There are two alternative means for controlling 
the welding cycle. This can be done either by 
fixing the time of the preheating period, or by a 
device which measures the upset occurring during 
the preheating period. 

Friction welding is not a universal method of 
welding because it is limited to working which 
the cross-section of the contact area is either full 
circular or tubular. The complete workpiece 
can of course be of any desired shape. 

Compared with some of the conventional 
welding methods, for example, electric resistance 
butt welding, the friction welding process has 
many advantages. The installed electrical 
energy input is very much lower, see Fig. 4, and 
welding proceeds without the unpleasant input 
peak. This results in a lower kWh per sq. mm 
consumption for the welded cross-section in the 
same welding time. 

The clean operation of the machine without 
any flashing or sparking will make friction 
welding very attractive to production engineers, 
because the machines can be placed in production 
lines among other machine tools without causing 
any discomfort or creating a need for special 
safety precautions. 

At least one company in Great Britain is 
interested in making friction welding machines. 


—— 
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Saving Fuel 


Acomprehensive study of heat- 
ing in an office block is under- 
way. Initial results emphasise 
the fuel saved by intermittent 
heating and suggest boiler 
start-up becontrolled byreturn 
water temperature. 


Mo office blocks have central heating. One 

of the commonest systems is to supply hot 
water to a number of radiators from a boiler. 
So well known and so widespread is this system 
that it comes as something of a surprise that the 
Heating and Ventilating Research Council 
should be devoting considerable effort to finding 
out how such systems should be operated. The 
implication is that a good many office blocks 
have not been heated in the most economical 
manner. In the particular block investigated by 
the council, a successful scheme of intermittent 
heating showed a saving in fuel of 50 per cent 
compared with continuous heating. 

A limited amount of information can be 
obtained from general assessments of fuel con- 
sumption and by simplified theoretical treat- 
ment. However, the council decided that a full 
understanding of the influence of different vari- 
ables in the heating of a building could not be 
reached by these methods and decided on a more 
practical approach. The method involves a 
continuous measurement and analysis of the 
conditions occurring in an actual building (build- 
ing and heating plant temperatures and flow 
conditions, rates of fuel consumption, and 
weather conditions) on an hourly, daily, and 
weckly basis throughout the heating season. 


OFFICE ROUTINE 


They chose a building just off Oxford Street, 
London. It has parts five and six storeys high, 
contains 124 rooms, and has a heated volume of 
400,000 cu. ft. The design heat loss, computed 
for 65° F inside and 30° F outside, is 1,310,000 
Btu per hour, including mains loss. The 
external walls are of brickwork, 9 and 134 in 
thick. Two oil fired boilers feed conventional 
low-pressure hot-water radiators through a two- 
pipe rising system. When the desired air tem- 
perature in the building is reached, a thermostat 
brings a 3-way mixing valve into operation, which 
allows various proportions of by-pass from the 
return to flow pipe in accordance with the outside 
temperature, by means of a thermostatic con- 
troller outside the building. The burners are of 
the on-off type under the control of a thermostat 
in the flow main. 

The heating cycle of the building divides into 
three periods during each day. The first is the 
boost period when the heating plant starts up 
at 6 a.m. and puts heat back into the building 
after the overnight temperature fall. In the 
second period, after the boost, the heating 
reaches its steadiest condition, which continues 
until 6 p.m., when the heating ceases. Finally, 
there is the overnight period when the plant is 
shut down. There is no heating at weekends. 

To analyse the behaviour of the building, 
thermographs were placed in 24 of the rooms, 
flow and return temperatures were comtinuously 
recorded, and the length of time for which each 
boiler was being fired was determined from 
operation recorders on the burners. The rate 
of fuel consumption and the daily totals were 
also recorded. Preheating was not controlled 
automatically but the changeover to normal 
running was automatically effected at a predeter- 
mined air temperature. With the particular 
installation studied, there was available a boiler 
power equal to 1-6 times the steady design load. 
At 30°F outside temperature, preheating was 
required for about three hours with both boilers; 
at 40° F for about 2} hours with both boilers or 
about 4} with only one. 

The first result demonstrated by the thermo- 


by Heating 


graphs was the fact that at any one time room 
temperatures throughout the building could vary 
by 10° F. Also demonstrated was the effect of 
the occupants. As the illustration shows, tem- 
peratures change markedly with the opening of 
windows and doors, the body heat of the occu- 
pants, the amount of lighting used, and the 
thermal lag of the structure. 

From noon till 6 p.m. the average building 
temperature remained substantially constant at 
about 65° F. During this period the heat input 
was proportional to the difference between the 
temperature inside and outside the building. 
When the actual variation is expressed graphic- 
ally, the intercept on the temperature axis 
indicates that the heat input due to occupants 
and radiation is equivalent to the maintenance of 
5-7° F excess over the outside temperature. A 
check on this figure is provided by the fact that 
burner operation stopped at an outside tempera- 
ture of 59-4° F, As burner operation stops when 
flow water temperature is the same as inside 
temperature, 65° F, the excess temperature over 
the outside temperature, 5-6° F, is accounted for 
by the occupants and radiation. A rough 
estimate of the metabolic and lighting heat 
outputs also agrees with this estimate. 

PREHEATING BOOST 

The temperature reached at the end of the 
preheating period varied from day to day 
between 61° F and 66° F and averaged 644° F. 
Although on occasions, notably in mild weather, 
only one boiler was in operation during the 
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The danger of relying on isolated temperature 
readings in assessing the performance of a heating 
system is illustrated by the marked variations in 
temperature that may occur in the course of the 
day. These are typical thermograph records. 


intermittently 





Economies of Intermittent Heating Compared 
with Continuous Heating Of A Building To 
65 


1. Building maintained at 65° F from 
9 a.m. to 6 p.m., minimum temperature 
during the night 62°F: 10 per cent fuel 
saving. 
2. Building maintained at 65° F from 
9 a.m. to 6 p.m., minimum temperature 
during the night 60° F: 20 per cent fuel 
saving. 

3. Building maintained at 65° F from 
9 a.m. to 6 p.m., and allowed to cool freely 
during the night: 40 to 50 per cent fuel 
saving. 











boost period, the total fuel used during the 
period was the same whether one boiler or two 
operated. When, however, the total daily fuel 
consumption was plotted against indoor-outdoor 
temperature difference with one or two boilers 
Operating, it was found that more fuel was used 
when two boilers were employed. 

Two explanations are suggested for this 
phenomenon, but both probably contribute. 
First, the building temperature at 9 a.m. was 
somewhat higher when two boilers were used, 
owing to the faster rate of heating. There is 
some reason for supposing that the higher morn- 
ing temperature led occupants to open more 
windows, increasing the heat loss and fuel con- 
sumption. Second, an additional heat loss was 
found from the second boiler when it was in 
operation. By chance, a plant failure enabled 
this to be assessed and when data are corrected 
for the increased boiler loss the fuel consumption 
for one or two boilers agree quite well. 

The method of applying boost, however, could 
be improved. In mild weather it is not necessary 
to start the preheating at 6 a.m., as the building 
will reach its normal temperature well before the 
arrival of the occupants, and fuel will be wasted. 
A new form of starting control is being devised to 
operate from the return water temperature. 
This should enable useful economies to be made. 


OVERNIGHT COOLING 


When heating was shut off at 6 p.m. there was 
a rapid fall in air temperature during the first 
hour or so, followed by a slower fall during the 
rest of the night, corresponding to a thermal time 
constant of 2 hours. It seems that during this 
initial period the structure itself lost very little 
heat but that the air change by ventilation was 
sufficient to remove the heat stored in the furni- 
ture. There was a significant partial correlation 
between the fall in temperature after one hour 
and the morning and late afternoon outdoor 
temperatures, but none with the noon tempera- 
ture. The correlation with the morning tem- 
perature represents the effect of the time lag of 
the solid parts of the structure; while the correla- 
tion with the late afternoon temperature shows 
the effect of the small time lag of the glass and the 
ventilation. 

The longer overnight cooling appeared to be 
Newtonian in character, with a time constant of 
about 40 hours. The overnight fall, up to the 
start of preheating, was about one-third of the 
temperature difference between the design indoor 
temperature, 65° F, and the average outdoor 
temperature during the cooling. Certain rooms, 
however, showed substantially greater cooling 
rates, but there are not sufficient data to explain 
this. 

When cooling was allowed to continue for 
longer periods, as at weekends, the Newtonian 
time constant became 109 hours. The difference 


between this figure and that for overnight cooling 
possibly shows the greater importance of the 
internal partitions and floors in relation to sus- 
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Three View Camera for 
Landing and Take-off 


To evaluate the performance of aircraft during 
take-off and landing, Lockheed Aircraft Cor- 
poration, California, have a camera system that 
takes pictures in three directions at once. The 
camera is mounted in the aircraft. 
studies of aircraft take-off and landing had been 
carried out using ground cameras tracking the 
aircraft through calibrated screens. The new 
method reduces the number of technicians needed 
for such studies from seven to one—a weather 
observer. Also the ground equipment previ- 
ously used—the theodolite cameras, surveying 
equipment, and portable power supply—is no 





It is claimed that the 


needed. 
method will cut testing time by about two-thirds. 

The camera with its mirror attachments, and a 
still picture from the camera, are shown in the 


longer new 


illustration. When mounted in the aircraft the 
camera lens extends out from the lower fuselage. 
Thus three images appear on each film frame: 
the view down the runway and views right and left 
of the runway. In addition a stroboscopic light 
flash inserts timing markers in the frame's margin 





Concluding Saving Heat 


tained cooling. It seems likely that for design 
purposes the two time constants should be used 
according to the circumstances. The shorter 
is applicable to heating up on ordinary weekdays, 
and the longer to heating up on Monday morn- 
ings or after holidays. This conclusion is sup- 
ported by the observations that Monday morning 
temperatures tended to be low, showing that 
insufficient preheating had been allowed. 

A significant finding was that the temperature 
of the return water in the morning before pre- 
heating started was highly correlated with the 
building air temperature. That is, the return 
water temperature reflects the cooling that has 
taken place in the building. This suggests the 
possibility of controlling the time of burner 
ignition—and so the duration of preheating—in 
accordance with the return water temperature. 
The proposal has the merit that a single tempera- 
ture is adequate to represent the average cooling 
of the building. Accordingly, a device has been 
produced which ignites the burners by means of a 
sensing contact thermometer in the return line 
operating a sequence controller. 

The behaviour of this particular building is the 
subject of a report by Mr. K. J. Colthorpe and 
Mr. E. E. Stanley. It represents the start of a 
comprehensive research programme and _ the 
results already obtained will lead to further 
reports on the suitability of different methods of 
measurement and on variations in weather and 
the behaviour of occupants. Work is also 
underway to study the heating of a building using 
panel heaters, and further buildings are likely to 
be examined. 


Previous | 











every fifth of a second. Using the known run- 
way dimensions in conjunction with the time 
markers it is possible to compute the aircraft's 
velocity, acceleration, attitude, altitude, pitch, 
roll, and yaw. The actual procedure followed is 
to project the film on a standard film reading 
device and the record is automatically punched 
into IBM cards for processing through a digital 
computer. Results are plotted on graph paper 
at a rate of 100 points per minute. 

Already in use by both its California and 
Georgia divisions, the device has been sold by 
Lockheed to other aircraft manufacturing firms. 
It costs £2,700. 


Last Anti-Submarine Argus 
Leaves Assembly Line 


2,442 tons of anti-submarine aircraft have been 
put into the air by Canadair Limited, Montreal, 
now that they have delivered their thirty-third 
TL-28 ** Argus.’ Like its 32 predecessors, which 
have been rolling out since 1956, number 33, the 
last, will join the Maritime Air Command of the 
Royal Canadian Air Force. The aircraft are 
designed to detect, locate, and destroy submarines 


They carry four tons of weapons, including 
homing torpedoes and depth charges 
Canadair’s total contract for the CL-28’s 


amounted to about $170 million, including spare 
parts, modifications to up-date early models, 
mountains of technical manuals, and the training 
of RCAF technical personnel. The programme 
involved about 21 million man-hours—about 
16 million by Canadair personnel and 5 million 
by the personnel of their suppliers and sub- 
contractors; in all, nearly 2,000 Canadian com- 





panies shared in the work. It has been estimated 
that of the total $170 million, about $80 million 
will find its way eventually into the treasuries of 
the federal, provincial, and municipal govern- 
ments in taxes of all types. 

Up to | July, the Argus aircraft had logged a 
total of about 21,000 hours, or more than 
4,700,000 miles. One, aloft for 26} hours, covered 
about 6,000 miles on a routine mission. An 
operational crew of 15 is carried 


Caravelle Lands after 
Mid-Air Collision 


A remarkable landing was made by a twin-jet 
Caravelle after another aircraft collided with it 
and removed a large portion of the cabin roof. 
The aircraft was making the normal Algiers to 
Paris trip and was preparing to land at Orly 
Airport, after having received authorisation to 
do so. Then a Stampe pleasure aircraft collided 


with it from above at an angle estimated to be | 


110°. The accident occurred at an altitude of 
2,000 ft and the engine of the Stampe broke 
through the cabin of the Caravelle, where it 
remained after dropping off its airframe. The 
airframe caused further damage to the spine and 
tail unit of the aircraft. 

At the moment of impact, the engines, which 
had been operating at reduced speed, stopped, 








Operation and Maintenance 









but the pilot succeeded in starting them up again. 
Debris in the starboard engine, however, pre- 
vented it from running above 5,000 r.p.m 
Radio communication with the control tower 
could not be re-established, but wing flaps and 
landing gear could be extended normally and a 
landing was made. The pilot was able to taxi 
to the parking area without outside help. 
Subsequent examination showed that some 
10 metres of the upper right quarter of the cabin 
had been torn away and frames 13 and 16 (which 
surround the forward door) and frame 31 (linking 
the fuselage and wings) were severed. The 
Stampe’s engine was lodged between the scats 
in the cabin; one of its wheels was embedded in 
the forward blading of the starboard engine. 
One passenger was killed, and seven injured 


Flying Boats 
Fight Forest Fires 


How about taking the Princess flying-boats out 
of their cocoons and using them as fire engines” 
After all, we might get another summer like that 
of 1959, along with the forest fires. The giant 
flying boats could pour water down on them 
from above. 

This thought is prompted by the report that an 
80-ton Martin Mars flying boat was used to help 
get the worst of British Columbia's many forest 
fires under control. Carrying 7,000 gallons of 
water, the Mars made 8 runs along the leading 
edge of a fire to cool it so that men and bulldozers 
could build a firebreak. Between runs_ the 
aircraft reloaded with water through scoops, 
while taxiing on a lake. 


Television Camera Looks 
at Wheel and Rail 


Observation of events in places inaccessible to 
normal visual observations has become an 
important task for closed-circuit television. 
Quite often the camera has to be placed in a 
position that is apparently quite unsuitable for 
delicate electronic apparatus. As a result, the 
industrial television camera has developed into 
a rugged instrument which with careful mounting 
can go virtually anywhere. A recent example 
is the use of Marconi closed circuit equipment 
by Rhodesian Railways. As shown in_ the 
illustration, the camera was mounted close to 
the wheels of a locomotive. 

Rhodesian Railways were anxious to study 
the behaviour of wheel and track to see if there 





was any peculiarity which could account for the 
abnormal wear occurring on sharp curves of the 
track between Umtali and Salisbury. The 
camera was mounted in sponge rubber in a steel 
container bolted on to a special bracket. A spot 
light was also attached and the whole assembly 
was placed in a number of different positions so 
that the behaviour of each of the wheels could 
be studied in turn. 

The monitor screen of the equipment was 
installed in a private saloon on the train, where 
engineers could watch the behaviour of the wheel 
and track as the train went along. To provide 
a record of the tests a ciné film was made of 
certain sequences appearing on the screen 











On the Shelf 


By Frank H. Smith 


SLINGTON Public Libraries dish out infor- 
mation with such enthusiasm that I posi- 
tively strain myself to find a hook on which to 
hang a mention each time I get their gubbins. 
This time I take their offer of a list of the direc- 
tories, annuals, year books and trade registers 
(600 plus). You can get one at the counter; 
write to Central Library, 68 Holloway Road, 
London, N7; or ring NORth 4038, extension 3. 
Their typical query this month is “* Who makes 
stroboscopes?”” Kid’s stuff. (Anybody know 
what a stroboscope is?) The idea I do like about 
Islington is the provision of quiet rooms for the 
children to do their homework. And what 
better place to do your homework than slap in 
the middle of a library? 

The Norton Grinding Wheel Company Limited, 
Welwyn Garden City, are (you’ve guessed it?) 
manufacturers of grinding wheels, abrasive 
products and allies. They send us copies of the 
American house’s journal Grits and Grinds (on 
which one is tempted to do an Accles and 
Pollock act) and apologise that not every edition 
is imported and some come out of order. That’s 
fair enough but a bit trying on a systematic 
librarian. Odd copies tend to be thrown away 
during a clear-out whereas a neat numerically 
complete collection tends to be kept because it 
looks so nice. It is quite an informative journal 
and there are not all that number on that subject 
so it is a pity that they aren’t regular. Perhaps 
one could write direct to Norton Company, 
Worcester 6, Mass., and get the lot? Perhaps. 
That’s what I'd do if I wanted it for my library. 

The first issue has appeared of Canning 
Journal, which does not deal with free trade. 
The sub-title is “* Electroplating and Polishing 
News ”’ and comes from W. Canning and Com- 
pany Limited, Great Hampton Street, Birming- 
ham 18. It’s a bit skinny for a start but perhaps 
it will fatten up as it goes along. Perhaps they'll 
use items other than those devoted entirely to 
their own products? (I charge nothing for 
hints like this.) After all, if you are going to 
start a house journal you might as well make it 
worth having. 

Are you connected with steam (as the attendant 
said in the Turkish bath)? Spencer-Bonecourt- 
Clarkson Limited (they must be compound 
engines), engineers and boilermakers, of 28 
Easton Street, London, WCI, are issuing, 
three times a year, to several thousand steam 
users in Britain their Steam in Industry. It is an 
aristocratic looking production and if you do 
not get your copy I suggest you write (or ring 
TERminus 7486) a message with the gist “ Hi! 
I use steam.” 

Copyright can be an awful bind and it is 
interesting to note the preface to “ Classified 
Index of Computer Literature * (London Com- 
puter Centre, 68-71 Newman Street, London. 
W1, MUSeum 5040) which says “It should be 
mentioned that all the documents are COPYRIGHT 
and, in view of the facilities available for obtain- 
ing them in any quantity desired, none may be 
reproduced in whole or in part.” Can't say 
fairer than that. : 

An illustration in the July ASME’s Mechanical 
Engineering shows a scheme whereby an airship 
carries a 40-ton rocket-booster from place to 
place without regard to such things as tight 
corners and low-lying bridges and what have 
you. Now here’s an idea for those thumping 
great transformers and things that have to spend 
their weekends going all round Wales to get 
from Margate to Cliftonville. 

Pergamon (Headington Hill Hali, Oxford) 
offer a new translatory (sic) service. and lest 
you think Pergamon is trying to leave its mark 
on the dictionary whose patronymic is the town 
of their adoption, let me quote from the Shorter: 
“of or pertaining to (physical) translation.” 
They'd better think again, perhaps? 
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Surface Wetting Metal 


Tin and Its Alloys. Edited by Ernest S. 


HepGes. Edward Arnold. (126s) 


Tin is a common metal with a long history in the 
service of man. A book on tin, however, is 
a rare thing and there is no doubt that this 
present volume fills a real gap on the shelf. 
This is particularly so because the several authors 
are acknowledged experts on the metal and its 
varied applications. 

The most useful property of tin is its natural 
corrosion resistance but it has only been possible 
to exploit this economically by making use of 
another important property of the metal. Tin 
has a low melting point, 232° C, and when molten 
will readily ** wet ’’ the cleaned surfaces of many 
other metals. These metals can then be coated 
with a thin layer of tin so that full advantage 
can be taken of their own particular properties 
together with the corrosion resistance of tin. 

This property is the basis of the tinplate 
industry and although the thickness of the tin 
coating on the steel is commonly as little as 
0-00003 in, this application of the metal accounts 
for well over one third of the world’s usage. 
Much of this tinplate is used for canning 
foodstuffs and other materials and some idea 
of the importance of tin in this respect is reflected 
in the fact that we call these containers “ tins.” 

In this book, which is directed as much to the 
engineer as to the metallurgist, the appropriate 
space is given to the production, properties and 
applications of tin as a protective coating. The 
limitations—and tin is no more the panacea for 
all corrosion troubles than any other material— 
are not glossed over but discussed frankly and 
usefully. 

Apart from coatings the main use of tin is 
in the solders and bearing alloys. With solders 
the wetting power of tin is again the important 
factor but in the bearing alloys a third charac- 
teristic becomes all important. When alloyed 


with other metals tin tends to form hard and 
rather brittle intermetallic compounds such as 
SbSn and this property is made use of in the 
Babbitts, white metals and tin bronzes. The 
good bearing properties are obtained by adjusting 
the composition of the alloys to give structures 
consisting of these hard phases bonded together 
by a softer but more ductile material such as 
tin, lead or copper. This same feature is also 
utilised in the type metals. 

All these applications and other more minor 
ones are given their correct emphasis and dealt 
with in separate chapters. There is also a short 
chapter on the physical metallurgy of tin and 
another on its chemical behaviour, dealing 
particularly with corrosion characteristics. 

All this information on tin is related by the 
introductory section and Dr. Hedges is to be 
congratulated on the unity he has wrought from 
the work of five authors. There is very little 
new information—the book is rather a gathering 
together of all the known facts—but there are 
some previously unpublished results on the 
white to grey tin allotropic transformation. 
This evidence should surely scotch, once and 
for all, this ancient bogy and satisfy users of 
tin and tin alloys that there is no real danger 
from this source even in low-temperature 
applications unless the tin is exceptionally pure. 

It would be difficult, if not presumptuous, to 
criticise a book written by such authoritative 
people. It is easy to think of points left out 
(would the book be more complete with a 
chapter on the extraction metallurgy of tin?) 
but a line has to be drawn somewhere and the 
contents strike a sensible balance between 
theoretical considerations and practical know- 
ledge. Finally, the book is excellently pro- 
duced with adequate illustrations, many useful 
tables and an extensive bibliography. 


J. R. HALL 





Oil Field Theory in 


By 
Constable. 


Applied Petroleum Reservoir Engineering. 
B. C. Crart and M. F. HAWKINS. 
(62s 6d) 


Textbooks devoted to the subject of petroleum 
reservoir engineering are few in number, as 
compared with the literature available in other 
applied sciences. Where the fundamentals of 
the art or science are treated in the literature, 
theory and technique are presented in a form 
which is rarely directly applicable by. practising 
engineers to problems in the field involving 
interpretation and prediction of reservoir beha- 
viour or concerned with control procedure. The 
recent publication by Prentice Hall of the volume 
entitled Applied Petroleum Reservoir Engineering 
by Professors B. C. Craft and Murray F. 
Hawkins Jnr., of Louisiana University is there- 
fore welcomed not only as an addition to a 
meagre library but also—and mainly—because 
much of the published and accepted theory and 
principles is presented clearly in such a manner 
that it can be applied with facility in field 
practice. 

This book may, therefore, be regarded as 
complementary to previously published litera- 
ture, much of which is concerned primarily with 
the fundamentals of the art of petroleum reser- 
voir engineering. As such, it succeeds in a clear 
and concise way, the methods of application 
being demonstrated by actual field examples, 
together with a broad selection of specific pro- 
blems and answers. In fact, this is the out- 
standing feature of the book. 

The topics selected for discussion exclude 
geological, geophysical and bore-hole surveying 
techniques and interpretation, and the text does 
not extend to detailed discussion of laboratory 
methods, equipment and practice, or to the 


relative merits of different means employed in 
Other spade 


providing some of the basic data. 


Practice 


work involved in evaluation of basic and other 
parameters is also largely omitted from detailed 
consideration. 

The impression conveyed by a perusal of the 
subject matter of the volume is that the intention 
of the authors has been primarily to provide a 
book dealing with the practical application of the 
science for students and for practising engineers 
in the field, who already possess a sufficient 
knowledge of field surveying, laboratory practice 
and some background knowledge of sedimentary 
geology. As the book is almost entirely con- 
cerned with practical application, this comment 
is not offered as a criticism, but simply to indicate 
that the scope of application has been limited by 
the omissions referred to above. 

In more critical vein attention is drawn to the 
treatment afforded in reservoir study of cases 
characterised by significant segregation of oil 
and gas. A statistical comparison of fractional 
gas flow rates in reservoir output with those 
indicated by simple depletion drive may signify 
that segregation has occurred on an appreciable 
scale in past behaviour and is valid to this pur- 
pose. In fact, this statistical procedure is 
referred to in the literature, but segregation, as 
a phenomenon, is a fundamental component 
driving mechanism and in order to extend study 
beyond observation of its past occurrence in a 
reservoir to prediction of future behaviour and 
consequences, analytical treatment, as given for 
other driving mechanisms, is required. 

The application of fluid flow theory in porous 
media to steady and unsteady state pressure 
build-up in producing wells, which follows the 
closing-in of the wells, is lucidly but not critically 
discussed. Extension of the discussion to con- 
sider the effects of gravitational fluid-phase 
segregation within the bore-hole upon the build- 
up behaviour in cases where delivery to the wel] 








ENGINEERING 19 August 1960 


is in the form of two-phase flow of vapour and 
liquid would have helped to clarify the limits 
within which the validity of the treatment is 
assured. For conditions where well productivity 
is small and the inplace producing gas-to-oil 
ratio is intermediate in value, early trend of 
pressure build-up may be influenced in greater 
degree by fluid segregation then by afterflow. 
The volume contains much useful factual 
information in tabular and graphical form and 
the topics are discussed on a plane, which can 
be understood by students of the applied sciences 
and at the same time are founded on up-to-date 
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Publications 


formulation of established principles and theories, 
much of which already has appeared in the 
literature in papers, books and articles, for the 
express purpose of practical application, and the 
authors are to be congratulated on a presentation 
at a level which, on the one hand, makes the 
subject matter easily intelligible to science 
students, and on the other hand, is directed to 
a particular class of readers with the requisite 
background of knowledge and experience in the 
disciplines involved. 


methods of application. It should prove of 
great service to students and engineers, who wish 
to acquire a sound working knowledge in the 
practice of field reservoir engineering. The con- 
sistently practical attitude and the use of field 
engineering units constitute two of the several 
attractive features of this book. The indexes 
of authors and subjects are comprehensive and 
the bibliography, which accompanies each 
chapter, includes most of the significant contribu- 
tions to date concerning the topics discussed 
therein. 


Finally, the work is mainly a correlation and H. GILMOUR 





Continuous Creation and Extinction 


Towards a Unified Cosmology. 

Kapp. Hutchinson. (35s) 
Astronomy is an expanding science; during the 
last few decades our knowledge of the universe 
has increased out of all recognition. We have, 
moreover, made a start in the direct exploration 
of space. Vehicles have been sent away from 
our own world, and in 1959 the first probe 
landed upon the surface of the Moon. 

Yet our Solar System is completely insignificant 
in the cosmos as a whole, and we must take care 
not to become parochial in our outlook. Only 
our nearest celestial neighbours are available for 
study in any detail, and it must be remembered 
that even the most distant stars of our own 
galaxy are comparatively close. Far away 
beyond the boundaries of the Milky Way lie the 
other galaxies, some of which are considerably 
larger than ours. Such is the Great Spiral in 
Andromeda, Messier 31, which lies approx- 
imately 2,000,000 light-years from us. We are 
now seeing it not as it is, but as it used to be long 
before true men appeared on earth. It is humbling 
to recollect, too, that Messier 31 is one of the 
nearest of the large galaxies. 

Of all the problems facing modern science, 
those of cosmology are among the most fascin- 


By REGINALD O. 


ating. How did these vast systems come into 
being? Did all the material in the universe 
come into existence at one particular moment, 


or is there some other explanation? Does space 
go on for ever, or is it curved? And for that 
matter, how do the galaxies themselves develop ? 
According to theories which were accepted by 
nearly all scientists before the Second World War, 
the universe was created at one special moment 
of time. Cosmologists such as the Belgian abbé 
Lemaitre postulated a “ primeval atom,” which 
exploded and sent its material flying outward 
in all directions. On this theory, or any modi- 
fication of it, the universe will eventually die, 
and resembles a clock which is running down. 
Very different from these “ evolutionary ” 
theories are the ideas put forward by Hoyle, 


Bondi, Gold and others. It is suggested that 
matter is being created out of nothingness, and 
that this process is going on all the time. Con- 
sequently, there was no beginning, and will be 
no end; the universe has always existed, and 
will exist for ever. Any particular stars and 
galaxies will, of course, die, but they will be 
replaced by fresh ones. 

It is extremely difficult to decide between 
these two theories, but radio astronomy may be 
able to provide decisive evidence. On _ the 
continuous creation or steady-state theory, the 
universe in past ages must have looked much 
the same as it does now; on the evolutionary 
theory, conditions of distribution would be 
different. It seems as certain as anything can 
be that at present, the galaxies are receding from 


by extinction, at random, and not as a result of 
anything in the existing state of affairs.” 

This extinction is linked with gravitation, 
which he regards as quantised; gravitation pulses 
are in fact emitted only when matter becomes 
extinct. Matter, then, has a “ half-life’’, and it 
follows that any particular piece of matter will 
eventually disappear. Professor Kapp believes 
that the Earth itself is shrinking as its matter 
becomes extinct, and that the value of the 
gravitational constant g is becoming less, so 
that it has decreased appreciably even since the 
time of Newton. Appendix E, “* The Sirinking 
Earth ’’, will indeed sound strange to astronomers 
and to geophysicists. The hypothesis is invoked 
to explain such phenomena as the supposed 
Wegener continental drift, and even the dis- 
each other; and it is probable that such expansion 4Ppearance of the great creatures of Mesozoic 
of the universe has been going on for about times. According to Professor Kapp, the Earth 
9.000 million years. Radio methods may. in Will eventually lose so much mass that its 
the foreseeable future, allow us to study galaxies atmosphere will escape, and the final end of 
which lie at distances of this order. so that in life on Earth is likely to be caused by lack of 
effect we are looking through time as well as OXygen In the remaining air. He believes that 
through space. Mars is already airless, which is not in accord 

In this new book, Professor Kapp examines th modern astronomical research. 
the various problems of cosmology, and puts Professor Kapp has put an immense amount 
forward many _ revolutionary theories. He of work into his book. Basing his ideas upon 
points out that he suggested continuous creation these revolutionary theories, he describes the 
—or, as he prefers to call it, continuous origin evolution of the galaxies, the nature of space 
of matter as long ago as 1940, thus anticipating and what he terms “anti-space’’, and the 
Bondi and his colleagues by some years. But ¢Xtinction of space; he traces the past history 
Professor Kapp goes further, and also postulates of the solar system, and suggests that the body 


the continuous extinction of matter. On the We know as the planet Jupiter represents the 
criterion of what he calls “the Principle of remains of an old star out of which the remaining 
Minimum Assumption”, he states that “ Any members of the solar system were produced. 


Comets, for instance, are regarded by Professor 
Kapp as “ degenerate remnants of larger chips 
thrown off Jupiter”’. 

Enough has been said to show that Professor 
Kapp’s theories differ widely from those of 


particle of matter or quantum of energy may 
have existed for any length of time this is 
a way of saying that matter and energy are 
originating without cause, continously, at 
random, and not as a result of anything in the 


existing state of affairs. Any particle of other scientists; but he himself is well aware of 
matter or quantum of energy may cease to this, and has taken great pains to stress it. 
exist at any time matter and energy are 


disappearing without cause, continuously and PATRICK MOORE 





High Performance 


Liquid-Metal Heat Transfer Media. By S. S. 
KUTATELADZE, V. M. BorisHANSKI, I. I. 
Novikov and O. S. Fepynskut. Supplement 


No. 2 of the Soviet Journal of Atomic Energy. 
Consultants Bureau, New York; Chapman and 
Hall, London. (180s) 


Liquid metals are attractive as heat transfer 
media mainly because of their stability and low 
vapour pressure at relatively high temperatures. 
It is also true that their high thermal con- 
ductivity, when compared with non-metallic 
liquids, generally leads to higher heat-transfer 
coefficients; this difference is most marked at 
low flow rates, however, and tends to disappear 
at high Reynolds numbers when turbulence 


contributes greatly to the heat diffusion process. 

Experimental data in this field has increased 
enormously in volume over the past ten years, 
mainly because of interest in the application of 
liquid metals to nuclear-reactor cooling, and 
whilst there are a number of interesting heat- 





Coolants 


transfer topics still to be investigated, the 
designer will find that the heat-transfer process 
as such is not one of his most serious problems. 
For example, it is possible when using sodium 
to achieve surface heat fluxes of 1 kW per sq. cm 
(3 10° Btu per sq. ft per hour) with tem- 
perature differences of about 100° C and modest 
flows (300 cm per sec in a 1 cm diameter pipe). 
At this heat flux the temperature gradient 
through stainless steel is about 500° C per mm, 
and the temperature drop across a pipe wall is 
consequently much more important than that 
from the wall to the sodium. 

Given a reasonably accurate estimate of heat- 
transfer coefficients the designer will be much 
more concerned with handling techniques and 
with the compatibility of materials in liquid 
metals. It is in this respect that the Liquid 
Metals Handbook (United States Atomic Energy 
Commission, 1950) proved to be of such value 
to those interested in the early applications 


of liquid-metal coolants to nuclear reactors. 

Scientists in the USSR have made a con- 
siderable contribution to liquid-metal heat- 
transfer data, and it is with the greatest interest 
that one receives a translation of the Russian 
counterpart to the Liquid Metals Handbook. 
As far as the design engineer is concerned, the 
justification for such a translation must depend 
rather heavily on the extent to which it assists 
him in solving handling and materials problems. 
The heat-transfer specialist, on the other hand, 
will look for an up-to-date review of experimental 
data and for a clear statement of theoretical 
models with which the data are compared. 

The book is divided into 13 chapters, seven of 
which deal with heat-transfer data for specific 
problems such as forced convection in tubes, 
around flat plates, outside tubes and tube banks 
with natural convection, boiling and con- 


Continued on next page 
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densation. The remaining chapters are concerned 
with physical properties, corrosion of construc- 
tional materials, handling techniques, instru- 
mentation, and there is also a rather inadequate 
statement of the application of liquid metals 
to nuclear reactors and other industrial plant. 
By comparison with the Liguid Metals Handbook, 
much more experimental heat-transfer data are 
presented, and less space is devoted to liquid- 
metal handling techniques, chemical properties 
and industrial applications. The chapters on 
corrosion are similar; for example, the tabular 
summary giving the resistance of materials to 
a range of liquid metals is identical apart from 
changes in one or two names, such as mild steel, 
which have not survived translation into Russian 
and back into English! 

The standard of translation is not uniformly 
good, The heat transfer expert will have little 
difficulty in understanding the changes in 
phraseology, but the general reader may well be 
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baffled. For example, the “ turbulent core ” of 
fluid in a pipe is sometimes, but not always, 
referred to as the “turbulent nucleus”; and 
““nucleate’”’ and “film” boiling become 
“ bubbling” and “ pellicular’’ boiling. Such 
irritations are bad enough if they merely impede 
the reader without misleading him; however, in 
at least one case, a reference to a paper (written 
originally in English) appears, after translation 
into Russian and back into English, in a quite 
incomprehensible form. 

To summarise, we have a translation of the 
Russian “ Liquid Metals Handbook,” some of 
which was based on the original American 
Liquid Metals Handbook. There is a greater 
volume of heat-transfer experimental data in 
the Russian version, but less information on 
handling techniques. The differences are not 
great, and even if the translation were per- 
fect, it is doubtful whether the design engineer 
would find it more useful than the original 





New Books 


Atomic Theory for Students of Metallurgy. By 
WiLLIAM Hume-Roruery. 3rd edition. Institute of 
Metals Monograph and Report Series No. 3. 
Institute of Metals, 17 Belgrave Square, London, 
SWI. (50s) 

The electron theory of metals involves a general 
background of atomic theory with which the metal- 
lurgical student is often unfamiliar. The present 
book is written primarily to provide a bridge to an 
understanding of the ideas underlying the new 
theories. 


Woods Practical Guide to Fan Engineering. Edited by 
W. C. Osporne and C. G. Turner. 2nd edition. 
Woods of Colchester Ltd., Colchester, Essex. 
(17s 6d) 

A comprehensive reference book on fan engineering 

for ventilation, air cleaning, cooling, drying, and 

heating. The new edition introduces sections on 
drying and air heating, the isolation of vibration, and 

a new approach to sound level assessment by means of 

octave band analysis. 


Direct Conversion of Heat to Electricity. Edited by 
JosepH Kaye and JoHN A. WetsH. Wiley, New 
York; Chapman and Hall, London. (70s) 

An edited collection of papers on work in the various 

fields of direct energy conversion, divided into the 

general areas of thermionic engines (high vacuum 
and low pressure), magnetohydrodynamic converters, 
semiconductor devices, and fuel cells. 


Symposium on Hydraulic Fluids, October 1959 
ASTM Special Technical Publication, No. 267. 
American Society for Testing Materials, 1916 Race 
Street, Philadelphia 3, Pa. (83-75) 

Papers at the symposium were divided into two 

groups: the first on problems and trends in use, the 

second on developments and evaluation methods. 


The second section includes a review of new develop- 
ments in high-performance fluids for military aircraft 
and industrial applications. 


Nuclear Radiation Measurement. 
Nuclear Engineering Monographs. 
(12s 6d) 

Attention has been concentrated in this monograph 

on the basic physical operation of nuclear radiation 

detectors, with one chapter given over to a short 
survey of the associated electronics equipment 
necessary for efficient operation. 


By J. SHARPE. 
Temple Press. 


Statistics Manual. By Epwin L. Crow, FRANCES A. 


Davis, and MARGARET W. MAXFIELD. Dover 
Publications, New York; Constable, London. 
(12s 6d) 


The manual was prepared by the US Naval Ordnance 
Test Station for Defense Department use, with 
examples taken from cases of ordnance development, 
but it has applications for engineers and scientists 
generally who wish to use statistical procedures to 
improve the efficiency of their experiments. 


Génie Chimique. Volume 1: Mécanique des Fluides. 
By RENE GIBERT. Editions Eyrolles, 61 bould. 
St-Germain, Paris, 5. (27-40 NFrs) 

The first section of the chemical engineering syllabus 

of the Ecole Nationale Superieure des Industries 

Chimiques at Nancy is concerned with fluid mechanics, 

aimed at fitting the chemical engineer to tackle both 

routine running problems and those encountered in 
design and development. 


British Plastics Year Book, 

Iliffe. (42s) 
Nearly 7,000 firms associated with plastics are listed 
in the directory section, some 4,000 of them overseas. 
Classified lists of manufacturers and suppliers of 
materials, equipment and finished products are 
supplemented by a valuable list of annotated trade 
names. 


1960. 30th edition. 
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American Liquid Metals Handbook together 
with the “Sodium Supplement” to that 
handbook. The translation, however, is by 


no means perfect, and therefore it cannot be 
recommended to the design engineer or to the 
general reader. The heat-transfer specialist 
will find more to interest him, but may prefer 
to read the original papers, where translations of 
these are available, instead of a rather condensed 
review. In the writer’s opinion the review is not 
particularly penetrating, and in the field of 
forced convection is inferior to some which have 
appeared during recent years (e.g. Kaufman and 
Lubarsky, NACA Report No. 1270). Never- 
theless, it provides a useful reference to the 
considerable volume of data in this field 
which has been produced in the USSR in 
recent years. 

There is no index, but an adequate bibliography 
is provided. 

W. B. HALL 


The Reviewers 


Mr. J. R. Hall, B.Sc., A.R.S.M., joined Johnsson 
Matthey and Company in 1951 and served with 
them for the next five years. Since then he has 
been connected more generally with the non- 
ferrous metal industries. 


Dr. H. Gilmour is senior lecturer-in-charge in the 
department of petroleum production engineering 
at the University of Birmingham. He is a fellow of 
the Institute of Petroleum and has published 
several papers and articles on subjects connected 
with petroleum production engineering. 


Mr. Patrick Moore is best known for his television 
broadcasts on astronomy. An amateur astronomer 
himself, he carries out observations of the Moon 
and planets. He is a Fellow of the Royal 
Astronomical Society, is director of the Mercury 
and Venus Section of the British Astronomical 
Association, and was secretary of the Lunar 
Section from 1945 to 1956. He is also a member 
of many foreign societies. Writer of many books 
on astronomy and kindred subjects, he is the 
joint author of what is probably the best docu- 
mented study of the Moon 


Professor W. B. Hall, B.Sc. (Eng.), A.M.1I.Mech.E., 
occupies the chair of nuclear engineering at the 
University of Manchester. Until October 1959, 
he was deputy chief scientific officer in the research 
and development laboratories of the United 
Kingdom Atomic Energy Authority laboratories 
at Windscale, working on heat transfer and fluid 
mechanics. 





Trade Publications 


Copies of any of the following trade publications 
are obtainable from the addresses given, though 
distribution is sometimes restricted. 


Materials 


Aluminium Floors for Fishrooms. Imperial ALU- 
MINIUM COMPANY LtpD., Great Charles Street, 
Birmingham 3. Aluminium alloy extrusions and 
boards for trawler fishrooms. Data sufficient for 
preliminary design. People who have used such 
materials. 8 pp., ill. 

Bright Copper Plating. W. CANNING AND CoMPANY 
Lrp., Great Hampton Street. Birmingham 18. 
Details of Cuprobrite plating baths, introductory 
2 pp, ill 

Silicone Fluids and Greases. MipLAND SILICONES 
Ltp., 68 Knightsbridge, London, SW! Well 
informed introduction to the materials. Properties 
and applications. 8 pp., ill. 

Titanium. IMPERIAL CHEMICAL INDUSTRIES LTD. 
Millbank, London, SWI. Weight tables for the 


company’s wrought titanium products. 12 pp 
ill. 


Hydraulic Oils. WakerieLp-Dick INDUSTRIAL OILS 
Ltp., Marylebone Road, London, NW!. Design, 
installation, operation and maintenance of hydrau- 
lic equipment. Chapters on fundamentals of 
hydraulics. 74 pp., ill. 

Asbestos Cement. LAM Group Apvisory SERVICE, 
Watford, Herts. Fifth catalogue in a series. 
Magnum sheets, with bold profile, suitable for 
roofs and walls of large industrial buildings. 
21 sheets, ill. 

Tool Steels. CiimAx MOLYBDENUM Co. oF EUROPE 
Lrp., Cavendish Place, London, WI. Com- 
missioned in America by parent company. General 
article on tool steels, mostly containing molyb- 
denum. 32 pp., ill. 

Solvent Recovery. CHEMICAL ENGINEERING WILTONS 
Ltp., Cheadle Heath, Stockport. General outline 
of process which uses Supersorbon activated 
carbon. 2 pp., ill. 

Town’s Gas. Simon-Carves Ltp., Cheadle Heath, 
Stockport. General outline of process. Catalytic 
reforming of hydrocarbons (mainly oils) in con- 
tinuous Otto process. 5 pp., ill. 

Fuel Oils. Most O1 Co. Lrp., Caxton House, 
Westminster, London, SWI. Factors connected 
with choice and use of fuel oils in heating appli- 
ances. Written in conjunction with Charrington, 


Gardner, Locket (London), and Associated Coal 
and Wharf Companies. Three booklets: Use and 
Storage of Fuel Oils, 20 pp., ill; Steam and Hot- 
Water Boiler testing, 20 pp., ill; Fuel-Oil Analysis, 
20 pp., ill. 

Copper. CoppeR DEVELOPMENT ASSOCIATION, South 
Audley Street, London, W.1 Introductory guide 
to grades, properties and applications (not alloys). 
Eighteenth revised edition of Copper Data, 78 pp.., 
ill. 

Rust Prevention. EEXPANDITE 
London, NW10. 
and Gewi tape. 3pp., ill. 

“New” Metals. IMPERIAL CHEMICAL INDUSTRIES 
Ltp., Millbank, London, SWI. Readable survey 
of manufacture, properties, and applications of 
titanium, beryllium, zirconium with mentions of 
hafnium, niobium and vanadium. 18 pp., ill. 

Chlorination. WALLACE AND TIERNAN Ltp., Power 
Road. London W4. Three publications cover 
V-Notch control equipment, residual chlorine 
controller, and recorder. 16 pp., ill.; 6 pp., ill; 
and 6 pp., ill., respectively. 

Radiant Tubes. INCANDESCENT 
Smethwick, Birmingham. 


Ltp., Chase Road, 
Introduces Metalgalv, Expaflex 


Heat Co. Ltp., 
Brief indication that 


gas fired Jetubes are now used in vitreous enamel- 
ling, including new L-shaped tubes. 


3 pp., ill. 
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A Very Small Foot 
in the Door 





fhe increased quota for Japanese 
transistor radio exports to the United 
Kingdom will bring the annual import 
into this country of these tiny sets from 
Japan to £200,000, in place of the old 
rate of £112,000 a year. 

The concern of the British radio 
industry is naturally not based on the 
impact of an import into the home 
market of sets worth a fifth of a million 
pounds, but on the highly valid point 
that a quota which can be almost 
doubled one year may at some time be 
doubled again. And multiples of even 
£200,000 can become significant quite 
swiftly. 

The Japanese export of transistor 
sets worth £20 million to the United 
States last year is an indication of the 
sort of penetration that is possible. 


Major New Mill for 
Brazilian Steel 


drives, motors and controls 
22 million are to be supplied 
for a new integrated steel mill at 
Piacaguera, Brazil, by the WesTING- 
HOUSE ELECTRIC INTERNATIONAL Com- 
pany of the USA. 

The mill is at first to produce 600,000 
tons of sheets and plates a year when 
rolling equipment is installed in 1962. 
By 1967 it is expected that the mill will 
be up to full capacity and producing 
2-5 million tons of finished products 
a year. 

The annual use of steel in Brazil is 
expected to be about half a million tons 
above the home producing capacity 
even when the Piacaguera mill is in 
full production in 1967. 

The COMPANHIA SIDERURGICA PAUL- 


Electric 
worth $ 


istA (COSIPA) are constructing the 
mill. The main drive motors will 
have a total rating of 50,600 h.p. 
Six rolling mills, three process lines 


and a blast furnace will ail 
Westinghouse electrical equipment. 

The rolling equipment will be instal- 
led first, instead of the practice of 
putting in the steelmaking plant at the 
start. This will enable the mill to 
process semi-finished steel from another 
important Brazilian mill, COMPANHIA 
SIDERURGICA NACIONAL. Once _ the 
COSIPA mill is complete it will process 
raw material from an ** iron mountain ” 
in a neighbouring state. 


use 


Varied New Orders for 
David Brown Construction 


£250,000 worth of orders, almost 
entirely for export, have been placed in 
the last few weeks with Davin Brown 
CONSTRUCTION EQUIPMENT of Meltham, 
Huddersfield, Yorkshire. The larger 
part of the total value is in industrial 
wheeled and crawler tractors plus their 
ancillary equipment and spares. There 
is also a substantial order for marine 
diesel engines. 

The equipment will go as far afield 
as Canada, Poland, India, Chile, West 
and North Africa and New Zealand. 

The Polish order is for ditchers made 


by BARFORD (AGRICULTURAL) incor- 
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porating David Brown 30TD crawler 
chassis. One hundred David Brown 
marine diesel engines will go to HARRY 
Limited, the Vancouver, 
Canada, boat building firm. They are 
mostly intended for fishing boats and 
small commercial craft. 

One of the Indian orders will result 


in the company’s aircraft-towing trac- | 


tors appearing on the flight deck of the 
former HMS Hercules, now a Carrier 
with the Indian navy as INS Vikrant. 
The Indian Air Force have also ordered 


a number of the towing tractors. An 
Indian power station is to use two 
S0OTD crawler tractors, fitted with 


special U-blades, for use in stockpile 
control. 


Management Selection 
in Australia 
MANAGEMENT SELECTION Limited, con- 


sultants in executive appointments, have 
now established a formal link with the 


Australian company, MANAGEMENT 
SELECTION AUSTRALIA Pty. 
The MSL chairman, Sir Walter 


Puckey, recently visited Australia and 
was impressed by the great promise of 
development there. The stronger asso- 
ciation between the two companies 
should, in Sir Walter’s view, be particu- 
larly helpful to United Kingdom firms 
established in Australia or thinking of 
setting up there. 

Sir Alexander Fitzgerald, chairman of 
the Commonwealth Grants Commis- 
sion, has been appointed chairman of 
the Australian company. 


EMI Outside TV Unit 
for Hungary 


The HUNGARIAN BROADCASTING 
AUTHORITY have bought an Outside 
Broadcasting Television unit produced 
by ELectric AND MUSICAL INDUSTRIES 
ELectronics Limited. 

The unit has four of the most recent 
EMI Image Orthicon Cameras and a 
zoom lens. It can be used as a studio 
contro! room, being equipped with 
remote facilities and a new relay switch- 
ing technique. 

M.V. Bardic Ferry, a drive-on drive- 


missile-firing submarines, tenders and 
at the naval weapons station, Charleston, 
South Carolina. 

The special Datico system monitors, 


checks out and carries through the 
launching count down sequence for the 
16 Polaris missiles carried on each 
submarine. The company state that 
instalations are complete on the USS 
George Washington and on other nuc- 
lear submarines. 


Boulton Paul Win 
Steel Handling Orders 


An automatic 
structural 


handling 
steelwork is to 
factured for an Australian firm by 
BOULTON AND Paut, of Norwich. 
It is the first contract of its kind for the 
company in Australia. 

The users of the plant in Australia 
will be JoHNS AND WayGoop, of South 
Melbourne, a long established structural 
engineering firm who were the pioneers 
of iron and steel buildings in the city 
They are now one of Australia’s largest 
engineering concerns. 

The automatic handling plant, worth 
£90,000, made up 


plant for 
be manu- 


is of 


| sawing and drilling machines connected 


off vehicle ferry carried the unit, which | 


is mounted on a seven ton chassis, from 
Tilbury to Antwerp. For the road 
journey to Budapest the unit was 
mounted on a low loading trailer by 
G. C. MUNTON, acting together with 
EUROPEAN TRANSIT Limited. 


Polaris Electronic 
Contracts for Northrop 


Contracts worth £10 
million) have been awarded by 
United States Navy for the design, 
development and production of elec- 
tronic equipment, gyroscopes and other 
components for the Polaris fleet ballistic 
missile system. 

The work is to be done by the 
NorTHROP CORPORATION, a division of 
the American Northrop International. 

Design and production, which also 


million 


covers periscopes and _ radiometric 
sextants, will be carried out at the 
Nortronics division plant, Anaheim, 


California, and at the Nortronics preci- | 


sion products department, Norwood, 


Massachusetts. 
Northrop have provided the auto- 
matic checkout equipment for the 


Polaris since early last year. Equipment 
is being installed on the US Navy’s 
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by conveyor equipment. 


In order to increase their own 
structural steelwork output Boulton 
and Paul are installing the largest 


mechanised fabricating plant in Britain 
at the London works of their sub- 
sidiary, MORELAND Hayne & Company 
The company’s steel fabricating plants 
use machines and equipment by James 
ARCHDALE, Worcester, LAURENCE, 
Scori ELeCTROMOTORS, of Nor- 
wich and Manchester, and CLIFTON AND 
BairD, of Glasgow. 

The Australian order 
after the dispatch of the largest type of 


ol 


AND 


comes soon 


mechanised steel fabricating plant in 
the world to YusBA Erectors, of San 
Francisco, a division of the US firm, 
YUBA CONSOLIDATED INDUSTRIES. This 
was worth about £114,000. 

Senior Boulton and Paul staff are 
going to the United States in con- 


nection with the erection of the Yuba 
plant and to cope with the amount of 
interest in Norwich-made mechanical 
handling plants. 


Untimely Decree for 
rench Shipbuilders 


the French Government, in 
taking legal action towards the concen- 
tration of the shipbuilding industry, 
appeared on the scene at the wrong 
time, and perhaps even in the wrong 


play? 
In future, using the 1951 law which 
gave the right to subsidies for all 


building alteration or repair of ships 
above 50 gross tons, the Government is 
to announce each year which yards will 
receive an allocation and how many 
francs they are to be given. It ts made 
plain that the authorities will use this 
power to bring about specialisation and 
to move towards the concentration of 
the industry. 

Some recent figures of shipbuilding 
orders, and the widely held view that 
the bottom of the shipping slump has 
been plumbed, suggest that the French 
official action is not necessarily the most 
likely to encourage the industry. 


mechanised | 


An | 


official inquiry, of which results were | 
published just before the Government 
announcement, came up with an esti- 
mate that from 1962 the French ship- 
yards would have a yearly capacity of | 





700,000 gross tons and that their 
deliveries would be of the order of 
400,000. 


It is this estimate which appears to 
be quite possibly wrong. And if it 
there may be advantages to be gained 
from French shipyards retaining their 
ability to meet the wider of 
range of customers—if the customers 
are forthcoming 

And the current order figures suggest 
that they may be. While the 400,000 
gross tons order in 1955 had sunk 
progressively to 45,000 in 1958, the 
orders for 1959 rose again to 300,000 
and this year the first four months 
added 140,000 tons ordered——an annual! 
rate, not allowing for the suggested 
acceleration, of 420,000 tons. 


is 


needs a 


New Zealand Ferry 
Contract for Denny 
The WittiamM Denny shipbuilding firm 


is to build the new ferryboat for the 
Cook Strait Railway Ferry between the 


North and South islands of New 
Zealand. 

The cost of the new ferry will be 
about £1,800,000. It is expected to be 


in Wellington by May 1962. 


Towards Common European 
Engineering Standards 


British industry must play an active part 
in steps towards the alignment of West- 
ern European engineering 
Standards. This is the policy statement 
recently declared by the Council of the 
BRITISH) ~=ELECTRICAI AND ALLIED 
MANUFACTURERS’ ASSOCIATION, 

BEAMA point out that over the past 
two years the European Economic Com- 
munity has been working towards com- 
mon standards for the signatories of the 
Treaty of Rome. The six Common 
Market nations have said that they were 
willing to extend this cooperative effort 
so that the EEC States and the seven- 
member European Free Trade Associa- 
tion would, in future, 
laborate on an equal footing. 

The way open for the 13 
countries to work as partners towards 
the alignment of Western European 
Standards and the maximum develop- 
ment of international Standards through 
the International Standards Organisa- 
tion (ISO), the International Electro- 
Technical Commission (IEC), and the 
International Commission on Rules for 
the Approval of Electrical Equipment 
(CEE). 

The policy statement reads * The 
BEAMA Council considers it essential 
that the United Kingdom should play 
an active part in such developments and 
strongly supports any such efforts 
towards a greater degree of harmonisa- 
tion in international standards and 
practices than has existed previously.” 


electrical 


countries col- 


is now 


New $4 Million Process 
for Aluminium Production 


At a cost of $4 million (£1-4 million) 
ALUMINIUM Limited are to build works 
at Arvida, in Quebec, Canada, for the 
production of aluminium by what is 
described as a fundamentally new 
process. 

The president of Aluminium Limited, 
Mr. N. V. Davis, and the president of 
ALUMINIUM LABORATORIES Limited, Mr. 
H. H. Richardson, have stated that 
the new capacity is expected to be ready 
for use in two years. 
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No Life for a Barnacle on Windsor Castle 


Almost as important to a ship 
as the prevention of corrosion 
is the removal of fouling. A 
new anti-fouling system which 
has given impressive results 
has been fitted to Britain’s 
newest tuxury liner to give 
her longer periods between 
dry-docking. 


HE Union Castle Line’s new flagship, the 

38,000 ton RMS Windsor Castle, was due 
to start her maiden voyage in the South African 
Mail Service from Southampton yesterday. 
Fig. 1 shows her pleasing lines, and though she 
is conventional in appearance she is noteworthy 
in several respects. For instance, she is the 
largest vessel yet built on the Merseyside and 
will be the largest vessel regularly employed in 
the South African trade. When she was launched 
by Cammell Laird and Company Limited at 
Birkenhead she was the largest vessel built in 
the UK since the Queen Elizabeth. From the 
point of view of her passengers and crew she is 
an improvement on her sisters in that she is 
fitted with air-conditioning practically through- 
out, and the first class cabins are all arranged 
with a porthole on one full side. 

To the engineer the most significant feature 
is probably the fitting of Toxion anti-fouling 
equipment, devised and produced by F. A. 
Hughes and Company Limited, 4 Stanhope Gate, 
London, WI. Over the past two years this has 
been thoroughly proved in service, and though 
now provided on several vessels the Windsor 
Castle is the largest, and also the first British 
passenger liner so fitted. The Toxion system 
should not be confused with the same firm’s 
Guardion cathodic anti-corrosion protection, 
although it has been found that Toxion pro- 
tection is most effective when fitted in conjunction 
with Guardion, as is the case with Windsor 
Castle. 

Initial experiments to assess the feasibility of 

the seemingly obvious course of incorporating 
anti-fouling protection with cathodic protection 
proved that this is not really practicable. The 
conclusion was reached that the only sure method 
is to kill rather than discourage the fouling 
organisms, by the discharge of poison under 
water. This is, of course, the action of the anti- 
fouling paint generally employed on_ ship’s 
hulls below the waterline, in which the poison 
slowly leaches out. The Toxion system, however, 
in which the poison is emitted through tubes 
running along either side of the hull, shows 
several advantages over the paint method: 
(1) Anti-fouling paint eventually loses its effect, 
then fouling will occur until the vessel is dry- 
docked, scraped and repainted. Using the 
Toxion system the hull can be kept free in- 
definitely, hence the periods between dry-docking 
can be extended right up to the permissible limit 
(MOT allow 12 months for Cl 1 passenger ships). 
(2) The cost of anti-fouling paint and its applica- 
tion is eliminated. 


Fig. 1 Windsor Castle at full speed during trials. 





Technical details of Windsor Castle 


Length overall 783 ft 3 in 
Length b.p. .. 730 ft | 
Breadth moulded 92 ft 
Depth moulded 50 ft } 
Maximum draught 32 ft 
Gross tonnage , 38,000 

First class passengers 191 241 
Tourist class passengers 691 °F 591 
Crew 475 


Service speed 
Max speed on trials 
Shaft horsepower 


224 knots 
24-8 knots 
45,000 


Propulsion:—twin screw, d.r. geared turbines of 
PAMETRADA design. 3 Babcock and Wilcox 
selectable superheat boilers, delivering 130,000 
lb/hr of steam at 600 Ib per sq. in and 950° F 








(3) The cost of cleaning and scraping is very 
greatly reduced. 

(4) With cathodic corrosion protection as well 
as Toxion, the hull paint can be chosen purely 
for durability and surface smoothness, virtually 
eliminating the attendant expenses of descaling 
and corrosion repairs 

(5) Ship earning time is increased due to less 
time spent in dry dock. 

(6) Maintenance of a smooth hull surface 
results in reduction of fuel consumption. Tests 
carried out by both the National Council of 
American Shipbuilders and the Port Line indi- 
cated that after 200 days out of dry dock the 
average ship requires a power increase of 24 per 





Fig. 
compressor, 
Starters. 





3 Typical Toxion installation, showing the 


cooling 
The control panel is just out of the 


coils, 
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cent to maintain speed, due to fouling and 
roughening of the hull. 

The saving of operating costs in a ship of the 
size of Windsor Castle can be very readily ap- 
preciated. 

The P. and O. Line’s SS Ballarat, an 8,800 
ton cargo vessel, provided the first opportunity of 
studying the direct effects of the Toxion system. 
She plies between the UK and Australia and was 
Originally fitted with cathodic anti-corrosion 
equipment alone, with anti-fouling paint on the 
hull. In this condition she had to be dry-docked 
every five months or so for repairs. In August, 
1958, Toxion equipment was fitted, still retaining 
the cathodic protection but with the anti-fouling 
composition sealed off. On the same run, it was 
14 months before any attention was required on 
the hull, and then it consisted merely of brushing 
off a small amount of dead growth and a little 
light scraping. She was last docked a month 
ago with even better results. To give an indica- 
tion of the consistently smooth surface of the 
hull, Fig. 2 is a graph of the Ballarat’s fuel 
coefficient plotted against the number: of days 
out of dry dock. It will be noted that the 
increase in fuel consumption over the whole 
period is negligible, and the dotted curve indicat- 
ing average results before fitting Toxion is 
included for comparative purposes. 

Windsor Castle’s Guardion cathodic protec- 
tion uses sacrificial galvanic anodes. The Toxion 
system is shown diagrammatically in Fig. 4, 
together with the Guardion anodes (1). Two 
large service tanks (2) (for operation and reserve), 
mounted slightly above the rest of the equip- 
ment, contain kerosine mixed with concentrated 
Toxion fluid. The kerosine acts as a vehicle for 
the poison, being cheap, non-persistent and in- 
soluble in sea water. 

From these tanks, the diluted poison is metered 
through a micro pump (3) to an injection unit. 
Here it enters a stream of cold compressed air 
supplied from a compressor (4) and fed to the 
injection unit through cooling coils (5). Feed 
pipes (6) carry the mixture via shut-off valves (7) 
and dispersal pads welded on the hull to small- 
bore dispersal tubes (8). These are fitted in 
selected positions along the hull in relation to 
the keel and bilge keel, and incorporating a 
series of small discharge orifices. For safety 
reasons the feed pipes must be carried to a point 
in the ship well above the water line before the 
final downward run. The starters (9) enable the 
system to be started manually, and this is 
generally done when the telegraph reads Stand 
by, on entering harbour. There is normally 
no need to run the system except in port or at 
anchor, since the fouling organisms only appear 
to be able to attach when the speed is less than 
two knots. 

The control panel (10) monitors the discharge 
rates and incorporates compensating valves to 
give a balanced release of poison from the 
various orifices. Visual compressed air flow 
indicators are fitted. Accidental discharge of the 
poison is prevented by electrically interlocking 
the pump with the compressor, but the latter 
can be operated separately to prevent the orifices 
from silting up. 

The dispersal tubes themselves are made of 
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Fig. 5 


high impact plastic carried in U-shaped steel 
shrouds intermittent welded to the shell plating 
at the base of the U. Fig. 5 shows this piping 
and one of the dispersal pads in course of attach- 
ment to the outside of a ship's hull. The 
orifices in the dispersal tubes are variably spaced 
and the method of release causes formation of 
minute air bubbles enveloped in the fluid. 
These bubbles, in rising and collapsing against 
the shell plating, distribute a micro film of 
poison over the hull, where distribution and 
adherence are assisted by the chemical properties 
of the poison in association with the polarised hull 
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obtained by the cathodic protection equipment. 
Toxion liquid is lethal to all forms of marine 
organisms and vegetable life. Unlike many 
poisons, it cannot accumulate or pollute closed 
waters due to the high degree of adherence to 
the hull, but even should the poison accidentally 
be freely released it quickly becomes harmless. 
Very little space is required within a ship for 
anti-fouling equipment. Fig. 3 shows the instal- 
lation in the Athelprincess, a 10,000 tons bulk 
sugar carrier owned by Athel Lines Limited of 
London, which shows how the arrangement 1s 
tailor-made to suit the available space. 


New Light 4 Cwt Threewheeler Economy Van 


The well known Bond Minicar now has a com- 
mercial vehicle counterpart, the Bond Ranger. 
It is claimed that the Ranger will cover 80 to 85 
miles per gallon, and that the total running costs 
for the first 20,000 miles work out at less than 
a penny per mile, including petroil, tax and 
insurance. The new van is, in fact, intended 
primarily for town delivery work by the small 
operator. 

The Ranger has a load capacity of 31 cu. ft 
plus the driver. Goods can be loaded either 


through the lift-up rear window, which is of 


toughened Triplex glass, or through the nearside 
front door. The bodywork is hand made in 


light alloy on the stressed skin principle, with a 


glass fibre hard top. The Ranger sells for £295 
in primer, plus £4 10s for painting in a standard 
colour. 

The 250c.c. Villiers Mark 31A/4 Siba single 
cylinder two-stroke engine gives the Ranger a 
cruising speed of 45 m.p.h. and a top speed of 
55 m.p.h. No provision for reversing is made in 
the 4-speed gearbox, but an engine reversing 
mechanism can be fitted as an optional extra. 
The engine and gearbox are unit mounted with 
the front wheel, which has a lock-to-lock move- 
ment of 180°, i.e., 90° either side of the straight 
ahead position. This gives maximum possible 
manoeuvrability in confined spaces and it Is 
claimed that the Ranger can get in or out of a 





parking space only 2 


length. 

Other features are fully independent suspension 
front and rear electric self starter and sprung 
steering wheel. Overall length “f the Ranger is 
11 ft, width 5 ft, height Sft, . ound clearance 
7in and unladen weight 672 1b. Accelerator, 
clutch and footbrake are operated by pedals as 
in a normal car, while the gear change lever is 
mounted on the dashboard. A 12-volt electrical 
system is used, with coil ignition, automatic 
voltage control and ignition warning, and charge 
indicator on the dashboard. 

The Ranger is made by Sharps Commercials 
Limited, Ribbleton Lane, Preston, Lancashire. 


in greater than its own 
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Bigger Engine, Brakes and Wheels for Velox and Cresta 


A new 2°6 litre six-cylinder engine developing 
113 b.h.p. (gross), powers the 1961 Vauxhall 
Velox and Cresta models. With it come a 
higher axle ratio (3-9 instead of 4-11 to 1) and 
larger wheels (14 in diameter instead of 13). To 
handle the increased power the clutch has been 
increased to 9 in diameter and brakes are more 
powerful, with 1!0in diameter drums at the 
front raising total lining area to 147 sq. in. 
Front springs are stronger and the forward under- 
body structure is stiffer. 

There are several minor styling changes. 
Interior improvements include a new instrument 
panel with ribbon-type speedometer. 

The new power unit is “ square’ with bore 
and stroke of 82:55 mm giving 2,651 c.c., an 
increase of 17 per cent. Compression ratio is 
raised to 8-1 to 1 (from 7-8). Gross output is 
113 b.h.p. at 4,800 r.p.m. (94-6 b.h.p. installed at 
4,600 r.p.m.) and max gross torque is 148 lb-ft 
at 2,400 r.p.m. or 138-5 lb-ft installed at 1,600 
r.p.m. 

There is a torque of at least 130 lb-ft gross 


available all the way from 1,100 to 4,500 r.p.m. 
which is more than the peak torque given by the 
old unit. 

The forged steel crankshaft runs in four bear- 
ings and has an overlap of % in between main 
and big-end journals. The pushrod-operated 
overhead valves lie in separate smooth-finished 
ports and are of composite construction with 
wear resistant stems welded to heat and corro- 
sion resistant heads. The heads are forged in 
austenitic steel and the stems are in low-alloy 
SAE 8645 steel. The combustion chambers 
are wedge-shaped. Pistons are tin-plated, with 
offset piston pins and chromium plated top rings. 
The crankcase is ventilated with filtered air and 
vented to the carburettor air cleaner. There isa 
coolant distribution duct inside the water jacket. 

Ratios in the three-speed all-synchromesh 
gearbox are unchanged, but the new axle ratio 
raises the speed at 1,000 r.p.m. in top gear to 
18-7 m.p.h. 

Front brakes are now 
ing total lining areas to 147 sq in. 


10 in diameter increas- 
Headlamps 





on home market cars are a new sealed beam type, 
the first time sealed beams have been used in 
Britain. Velox rear lamps are redesigned in a 
smaller casing and the rear bumper is new. 

Instrument panel in a hooded cluster in front 
of the driver, features a ribbon-type speedometer 
indicating first in green, then in amber and 
finally in red above 60 m.p.h. Upper part of 
the panel has a resilient “ Royalite “ covering. 
External changes include new side mouldings and 
name plates and new anodised aluminium wheel 
discs for Cresta. Car weight is increased by 
about 50 Ib. 





Vauxhall Victor for 


On the Victor most important external change 
is the new deeper rear window which has an 
area 18 per cent larger than on previous models. 
As the window now sweeps right up to the roof- 
line the rear-view mirror (wider and deeper than 
before) has been mounted higher, so that it does 
not interfere with forward vision. The chro- 
mium ornament linking rear and side windows 
has been eliminated. 

196! models have new radiator grille, with the 
Vauxhall medallion in the centre, like that of the 
recently introduced Envoy but with more hori- 
zontal bars. On all models except the Victor 
Standard the headlamp cowls now have chro- 
mium-plated cappings. 


1967 


Changes at the rear include a new turn-button 
lock built into the name plate; the trunk can 
now be fastened without being locked. The 
fluted chromium moulding along the side is 
heavier and the wheel nave plates are of new 
design. There is a full-circle horn ring on 
De Luxe, Super and Estate Car, and new instru- 
ment panel and instrument layout on all models. 
The speedometer needle travels a 74 in over arc. 

Heater and ventilator controls, moving in a 
vertical plane, are now located at the driver's 
side of the panel. The estate car now has a felt 
mat with pve plastic over the floor of the rear 
compartment, held in place by plated rubbing 
strips. New steel-shell big-ernd bearings of high 





load capacity figure in the 1961 engine for greater 
resistance in motorway driving. 





Volkswagen has New Engine and Gearbox 


Many improvements reinforce the evergreen 
appeal of the Volkswagen for 1961. Foremost 
come the new, more powerful engine and four- 
speed all-synchromesh gearbox derived from the 
specially strengthened units fitted in Transporter 
and trunk versions for the past year or so. 

_ By raising compression from 6-6 to 7:0 to 1, 
fitting larger valves with stronger valve springs 
and higher lift, a new camshaft and rotating 


The re-designed VW engine developing 40 b.h.p. 





cam followers, engine power has been increased 
by 4 b.h.p. to 40 b.h.p. (SAE) at 3,900 r.p.m. 
(formerly 36 b.h.p. at 3,700 r.p.m.) and maximum 
torque is now 61 Ib-ft instead of 56 lb-ft at 2,000 
r.p.m. Valve clearance is increased to 0-008 in 
and special expansion studs securing the rocker 
shafts to the cylinder heads minimise clearance 
changes due to thermal expansion. The car- 
burettor has an automatic choke, and a counter- 
weighted flap valve in the air intake feeds it with 
warm air from the cylinder ducts at low throttle 
openings to prevent ice formation in humid con- 
ditions. Vacuum spark control is now fitted to 
the distributor. To cope with the extra power 
the crankcase and crankshaft are more robust, 
bearing diameters are increased and the-cylinders 
are spaced 0-4 in further apart to permit more 
effective cooling. 

The redesigned transmission comprises four 
speed gears—helical, constant mesh, with syn- 
chromesh for all forward speeds—in a new one- 
piece magnesium die-cast casing (previously it was 
split longitudinally), A new = spring washer 
limits end float to ensure silent running. Overall 
gear ratios are now lower than before, changes 
being made in gearbox and final drive to give 
better acceleration and hill climbing. 


New Formerly 
Ist gear 16°63 to 1 15-94 to 1 
2nd gear 9-01 8-60 
3rd 5-77 5-39 
4th 3-89 3.64 
Reverse 16-99 20-50 


Acceleration from 0 to 50 m.p.h. is said to be 
possible in 10sec against 31sec previously. 


Maximum speed has risen to 72 m.p.h. and maxi- 


mum gradient climable at steady speed in top is 
now | in 13-4. 

Despite higher performance, Volkswagen claim 
lower fuel consumption at moderate cruising 
speeds and premium grade fuel is still unnecessary. 

Numerous changes improve comfort, conveni- 
ence and safety. A new transmission mounting 
reduces vibration and longer rubber bump stops 
make rear suspension more progressive. Re- 
design of the fuel tank has nearly doubled front 
luggage space and the tank is now vented to 
outer air, not to the luggage compartment. 
Semaphore indicators have been replaced by the 
flashing type. A padded visor and flexible grab 
handle are provided for front passenger and 
twin-jet windscreen washer is now standard. 
The new brake fluid reservoir is transparent 
plastic. Headlamps have an asymmetrical dipped 
beam for better anti-dazzle range and the dipper 
switch is moved slightly to prevent it being 
worked accidentally when declutching. As the 
engine now runs more quietly, a relay prevents 
the starter being operated while the engine is 
already running. Electrical wiring now has tab 
connectors and all fuses are accessible from 
inside the car. Door locks are improved and 
coat hooks are made of synthetic material for 
safety. Sill panel covers, wing beadings, steering 
wheel and mats harmonise with external finishes. 
Despite these improvements, prices are un- 
changed. 

Most of these changes also apply to Karmann 
Ghia models which now have a maximum of 
about 75 m.p.h. 
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Research and Development 


Water Flow Analogues for Gas Dynamics 


By using water models, with By R. E. Morris, M.Sc., A.M.1.Mech.E., and B. Haythornthwaite 


tracer particles in the water, 
dynamic gas fiow patterns may 
be simulated. Considerable 
information can be obtained 
quickly, and at low cost, by 
such methods. 


JH xPenpanras work in gas dynamics usually 

involves the measurement of pressures and 
direction of flow at a number of points, to 
provide evidence for constructing a picture of 
the flow pattern. By this method a more or less 
complete picture may be obtained in accordance 
with the amount of time and money available 
for the work, but the amount of detail required 
is often so great that the ability to make correct 
deductions from incomplete observations be- 
comes an essential part of the art of designing 
fluid machinery. 

In many cases the problem may be simplified 
or clarified if there is some visual evidence of the 
flow pattern. Analogues which provide such 
visualisation are used freely in the Napier 
Research Station as an economical and rapid 
development method in a variety of aerodynamic 
problems. 

These analogues have been used extensively in 
cascade and ducting development and has 
proved of particular value in studying the 
complex flow patterns inside combustion cham- 
bers. Their particular advantages are the speed 
and economy with which modifications can be 
carried out, and in the case of especially complex 
flows it may provide the only practical method 
of investigation. 

The most convenient method of flow visualis- 
ation is by tracer particles in water. Basically, 
similarity of flow between gas and water is 
achieved by operating at the same Reynolds 
number although wide variations cause no 
significant change in flow pattern if the actual 
values are high and the flow is turbulent. The 
use of a liquid as the working fluid because of the 
increased density, results in conditions of flow 
similarity being attained at velocities much lower 
than those of the corresponding gas flow. Thus 
the dwell of tracer particles in the field of vision 
is increased, and transient flow phenomena take 
place over longer periods of time. In addition, 
the power requirements of the test equipment are 
usually much less than those for a comparable 
gas flow test. 

The simple test rigs used are fundamentally 
either open channels, which give visualisation in 
two dimensions, or three-dimensional systems 
in which the flow is enclosed as in the system 
being investigated. 

OPEN SYSTEMS 

Open water channels are used to visualise the 
flow round or through two-dimensional models 
of a simple type. 

The working section is a channel 2 ft wide 
by 5 ft long, with a glass floor sloping to com- 
pensate for boundary layer thickening. For 
quantitative work, an electric probe, used in 
conjunction with a clock micrometer, is mounted 
on traverse rails, and water depths can be 
measured to 0-002 in. 

The flow streamlines are indicated by a tracer 
powder sprinkled on the surface of the water as 
it flows along the channel ahead of the model, 
or by ink streams injected below the surface. 

In flow problems involving rapid changes of 
flow area or direction, losses are largely associ- 
ated with flow breakaway, and this is readily 
studied in the open channel. In interpreting 
results, the effect of overall contraction or 
diffusion in the three-dimensional component 
must be considered, but obviously flow break- 
away shown in the two-dimensional model will 
be intensified if a further overall adverse pressure 
gradient is imposed, and improvements in the 





D. Napier and Sons Limited 


two-dimensional shapes will be reflected as 
improvements in the complete duct performance. 

Two-dimensional analysis may also be used 
for developing complex passages where three- 
dimensional flows are important; breakaway is 
still the major cause of loss, and detailed improve- 
ment in flow shapes can often be made by testing 
two-dimensional “ slices *’ at suitable planes. 

Work in the open water channel is regarded 
here as an essential preliminary to most flow 
passage development problems. Its outstanding 
advantage is its simplicity; by using aluminium 
sheet, plasticine and other easily manipulated 
materials, variations in passage shape and layout 
can rapidly be investigated, and after a few hours 
work a satisfactory standard can usually be 
evolved for a complete three-dimensional model 
of the component for final airflow testing. 
Used in this way, the water channel results in 
considerable savings in time and cost. 

The open water channel may also be used to 
investigate radial flow in two dimensions. This 
type of flow problem occurs often at the inlet 
to and outlet from turbo-machinery, and in 
particular, the effect of swirl in a plane normal 


Fig. 1 








to the axis of the machine may be investigated 
Again, in the interpretation of the observed 
flow patterns, the strictly two-dimensional nature 
of the flow must be remembered. The use of 
radial flow, with or without swirl, calls for 
rather more elaborate test models but the cost 
of a single test model can still be measured in 
tens of pounds rather than hundreds 

The same test facility may also be used to 
simulate the propagation of sound waves and 
the pattern of shock waves in a gas flow, by 
examining the propagation of surface waves 
The pressure and density fields in the gas flow 
are analogous to the variations in depth of the 
water flow, and the presence of shock waves is 
shown by clearly defined ** water jumps.” 


The analogy to shock waves has certain 
limitations which must be observed. The 
variation in depth of the water can only be 


related exactly to a special gas in which 


y C,/C, a 
where 
Cy Specific heat at constant pressure 
c Specific heat at constant volume 


The value of y for air, of course, is 1°4. 


Flow into compressor intake; (a) and (b), original design; (c) and (d), final design. 


Vertical 









Vertical 
| 
| 
| 
aie 
| 
} 


i 
| 
| 
' 





f 











Shock wave patterns, however, do not vary 
much with y at low supersonic Mach number, 
say up to 1-5, and even above this the qualitative 
picture is largely unchanged. 

A second limitation is that the theory assumes 
that 

C*/gh 1 
where C velocity of a surface wave, 
h = depth of water, 
g gravitational constant. 

In practice, the value of C*/gh is dependent 
upon the magnitude of the surface tension and 
the ratio of the wavelength of the surface wave 
to the depth of the water, so that for normal-size 
models it is desirable to maintain a water depth 
between jin and 4in to obtain experimental 
results which will approximate to the theory. 

To assist flow visualisation of ‘ shocks,” it 
has been found convenient to use a striped black 
and white board under the glass floor, the dis- 
tortion of these black and white lines forming a 
very convenient means of determining the 
location of these surface waves. In using this 
method considerable care is needed, as for each 
Mach number there is a maximum depth of 
water above which capillary waves may be 
obtained on the surface, and these can give 
very misleading results. 

The application of the analogy to transonic 
flows calls for a high degree of judgment in 
interpreting the observations. In this region, 
shock-boundary layer interaction becomes prom- 
inent and correct similarity becomes essential. 
Nevertheless, this analogy shares with the other 
applications of the two-dimensional channel the 
outstanding advantages of speed and simplicity, 
and its use can result in considerable savings in 
time and cost. 

Another application is the study of pulsing 
flow in ducting components, an important factor 
in the performance of turbo-blowers fitted to 
diesel engines; in this case pulses are super- 
imposed on a steady flow by a paddle wheel. 

ENCLOSED SYSTEMS 

Unlike the open circuit, the closed three- 
dimensional water flow analogy is exclusively an 
incompressible flow relationship. The effect of 
density: changes in a gas flow cannot be repro- 
duced, and the application is limited to gas flows 
in which there are no significant compressibility 
effects. Also, the change of volume in a gas due 
to heat addition in the system, e.g., in a com- 
bustion chamber, is not represented, but this 
does not detract from the value of studying the 
cold-flow patterns on a comparative basis. In 
fact, such methods are the only practical way of 
examining the airflow patterns in combustion 
chambers. In particularly complex flows, con- 
ventional pressure readings alone often cannot 
be interpreted without the assistance of flow 
visualisation. 

The test rig at the Napier Research Station 
employs a cylindrical steel tank of some 80 gal- 
lons capacity which acts as an upstream settling 
chamber. This tank is fed by a pump similar to 
that used for the open channel, and the working 
section is on top of the tank. A _ bellmouthed 
entry section leads the flow into the test model, 
and the water returns through an overhead pipe 
to the open storage tank. Vertical orientation 
of the working section was chosen to minimise 
the effect of any density variations between the 
main fluid flow and the tracer particles, and to 
facilitate observations across all cross sections 
of the models. 

The working section is surrounded by a 
rectangular tank having transparent walls and 
filled with static water. This is necessary for 
models having curved exterior surfaces in order 
to reduce refraction and reflection of incident 
light by the curved surface. This static tank can 
be rotated round the axis of the working section 
to present a normal face to light incident along 
any section through the model. 

Again, similarity of flow between the gas in 
the system being studied and the water in the 
analogue is achieved by operating at the same 
Reynolds number, and the increased density of 
water contributes largely to the achievement of 
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Fig. 2. Flow in a three-dimensional model of a 
gas-turbine flame tube; (A) stationary vortex 
pattern required to stabilise the flame in the 
combustion zone, (B) inflow from a ring of primary 
dilution holes, maintaining the combustion vortex, 
(C) larger inflow of dilution air reducing the 
temperature of the combustion products to an 
acceptable level. 





high Reynolds 
velocities. 
acity and in the mechanical strength of the 
transparent models required for this technique 
often force some relaxation of rigorous similarity 


numbers at moderate fluid 
However, limitations of plant cap- 


requirements. This difficulty is found in all the 
available accounts of water channel testing, 
but the values of Reynolds number which can 
be achieved in the usual type of model manu- 
factured from thin transparent sheet are so 
greatly in excess of the critical values that quite 
large variations have no significant effect on the 
flow pattern. 

Although the closed water flow channel is 
used primarily for flow visualisation, it is also 
possible to measure pressure drops through the 
test model, and these are found to agree fairly 
well with air test results. A model suitable for 
the water flow rig may also be suitable for air 
tests, and it has been found preferable to use 
the water channel as a visual aid, and to obtain 
quantitative results by instrument traverses on an 
airflow rig. 

Finally, the application of a water flow 
visualisation rig need not be limited to stationary 
duct flow problems, but can be extended to 
rotating turbo-machinery. Some _ interesting 
results have been obtained at the Napier Research 
Station from a transparent model of a centrifugal 
compressor, including observations of the flow 
patterns in the rotating impeller. The applica- 
tion of water flow visualisation to reciprocating 
fluid machinery has not yet been attempted, 
but would be of particular value in examining 
the flow through valves, and in scavenging. 


APPLICATIONS 

Development of a Flow Passage 
In the Eland engine, as used in the Fairey 
Rotodyne aircraft, an auxiliary compressor is 
driven from the back of a standard Eland 
engine, the air intake facing rearwards. The 
aircraft manufacturer’s installation required a 
plenum chamber intake for the auxiliary com- 
pressor, with a duct from a specified air intake 
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on the upper surface of the wing, leading to a 
fixed hole in a bulkhead appreciably off the 
centre line of the compressor. 

The results of instrument traverses on the 
original intake under airflow test can be seen in 
Fig. 1(a) which shows bad distribution at the 
plane of the auxiliary compressor inlet guide 
vanes which would have resulted in severe loss 
of compressor performance. The water-channel 
photograph, Fig. 1(), illustrates the flow in 
a two-dimensional model of this original arrange- 
ment, and the second photograph, Fig. 1(d), 
shows the water flow in a model of the final 
arrangement after water-channel development. 
The intervening work to determine the best 
shape for the duct showed that the length and 
position of the projecting snout was critical, and 
that supporting the end of the snout by a false 
bulkhead resulted in stronger vortices con- 
tracting the main flow out of the snout. The 
airflow model was modified on the basis of these 
tests, with the results shown in Fig. 1(c). 

The example given offers no problems of 
interpretation. The inlet duct, though varying 
in shape to fit specified holes in the wing and 
bulkhead, is of constant area, and for many 
cases it is sufficient to remember that an overall 
acceleration will reduce the magnitude of 
breakaway, while an overall deceleration will 
increase the flow separation. 

Care is needed with sharp bends on the 
secondary flows in the boundary layer on the 
tunnel floor can detach the flow from the inside 
of the bend and give a false picture. As a 
general rule, the detachment resulting from 
secondary flow is a severe limitation on the 
development of bends with much curvature. 

For most of this work the low value of 
Reynolds number (1 ft per sec is equivalent to 
a Reynolds number approximately 92,000 per ft 
dimension) is not considered important. 


Radial Flow in Two Dimensions 


A number of experiments have been carried 
out on vaned diffusers for centrifugal com- 
pressors. In this case swirl is imparted to water 
flowing through a vertical duct by means of a 
small paddle wheel driven by an electric motor. 
This water flows upwards and discharges on to 
a horizontal table on which is located the 
diffuser. This produces a_ two-dimensional 
swirling flow about a vertical axis and simulates 
the impeller discharge conditions. The flow in 
the passages of various types of vaned diffuser 
has been investigated, together with the inter- 
action between flow in the collecting duct and 
the diffuser. The location of the volute tongue 
with respect to the diffuser vanes has been found 
very critical especially at low flow rates, there 
being a pronounced backward flow in the gap 
between the volute tongue and diffuser blade 
trailing edges. 


Development of Cascade Blades 


Some useful work has also been carried out 
on cascades of blades, but in this case great 
care is required in interpreting results, because 
of the low Reynolds number, it being impractical 
to exceed R, = 0°5 10°. 

Some experiments with cascades of compressor 
blades showed that both the operating range and 
critical Mach number could be determined with 
a fair degree of accuracy by this method. It 
was noted that shock boundary layer interaction 
phenomena, very similar to those seen in 
Schlieren photographs, were observed. This is 
of particular interest since in the waterflow rig 
these effects result from the combination of two 
different analogies. 

A series of tests has also been carried out to 
determine the optimum relationship of two 
successive compressor cascades used for high 
deflection. The optimum arrangement, which 
also should have the highest critical Mach 


number, is with an equal number of blades in 
each row, the leading edge of the second row of 
blades being slightly off-set towards the under 
surface of the first row, giving an arrangement 
similar to a slotted wing. 

In an early 


investigation connected with 











ENGINEERING 19 August 1960 


263 








Research a elopment 


Stentor Rocket Engine Developed for Blue Steel 


First details of a new rocket engine, the Stentor 
ASStl-1, have ‘been announced by Bristol 
Siddeley Engines Limited. The new engine, 
which is now in quantity production, is for the 
Blue Steel missile. Like the Siddeley Gamma 
engine, which is used for Black Knight, the 
Stentor burns kerosine with hydrogen peroxide 
in high pressure combustion chambers. 

The Stentor has two chambers, one about 
four times as large as the other. To start the 
engine, hydrogen peroxide is expelled from a 
starting tank by pressurised nitrogen and 
decomposed in a catalytic steam generator which 
supplies steam to the turbopumps. When the 
turbine reaches an appropriately high speed this 
supply of hydrogen peroxide is provided by the 
pumps, which feed the combustion chamber. 

Each combustion chamber contains a catalyst 
pack. Hydrogen peroxide passing through this 
into the combustion zone is decomposed into 
a mixture of oxygen and superheated steam. 
Fuel injected into this mixture ignites spon- 
taneously and the products of combustion are 
accelerated during their passage through the 
expansion nozzle. 

On its way to the combustion zone, the 
hydrogen peroxide passes down to the end of 
the expansion nozzle, and back to the top of the 
chamber through passages in the chamber wall, 


The Stentor rocket en- 
gine, used for the Blue 
Steel missile, has two 


high-pressure combustion 
chambers, burning kero- 
sine with hydrogen perox- 
ide. Each combustion 
chamber contains a cata- 
lyst pack which assists in 
decomposing the hydro- 
gen peroxide into a 
mixture of oxygen and 
superheated steam. 


so acting also as a coolant during firing. Nitrogen 
is used to purge the fuel injectors before and after 
each run, to ensure predictable behaviour. 

In order to keep the engine in good condition 








throughout long periods of storage, means are 


provided to dry out the hydrogen peroxide 
system with hot air after test firings; a technique 
proved on the Gamma engine. 


Two Hundred Parameters in Process Control 


The immediate aim of instrumenting a process 
or a machine tool is to check by various measure- 
ments how well it is operating. But although 
the immediate aim may be simply to detect 
variations, the longer-term purpose is to operate 
the plant automatically. Thus any unwanted 
variation in measurement should produce a 
signal which will actuate a controller so as to 
correct the variation. The subject, therefore, can 
be reviewed under three headings—detecting 
elements, indicators and recorders, and con- 
trollers—all three of which are used, ideally, to 
control a production line or process. Dr. J. 
Thompson, director of the British Scientific 
Research Association, makes these observations 
in “ Instrumentation and Automatic Control in 
Industry,” an article published in Research for 


Industry 1959, issued by the Department of 
Scientific and Industrial Research (HMSO, 
8s 6d). 


The first essential is a comprehensive set of 
** detecting elements ’’—devices which can detect 
changes in the conditions measured—for example, 
temperature, pressure, acidity (or alkalinity) of 
a component, mass flow, density and viscosity, 
and indicate these changes on a meter. The 
BSIRA estimates that there are about 200 kinds 
of measurement which are industrially important 
and that detecting elements can be made for all 
of them, even though in many cases they cannot 
be entirely satisfactory at present. 

One factor which limits the speed of progress 
at present is a lack of knowledge about the 
dynamics of a plant or a production line. For 





Concluding Water Flow Analogues 


rationalising turbine blade design, several experi- 
ments were made with turbine cascades to 
investigate such points as the effect of nose 
shape on operating range, shock patterns on 
straight and curved blade upper surfaces after 
the throat, detection of early shocks formed in 
blade passages, and investigation of supersonic 
impulse blading, etc. 


Complex Three-Dimensional Flow Problem 


Figure 2 shows an example of the type of 


complex flow pattern existing in a gas turbine 
engine combustion chamber, using air bubble 
tracers. Development work on this type of 
flow can only be carried out by flow visualisation 
techniques, and development work is always 
necessary as no analytical approach could 
account for the large number of variables affect- 
ing the flow. Particular features of the flow 
pattern illustrated by Figure 2 are, at A, a 
stationary vortex pattern required to stabilise 
the flame in the combustion zone; at B, the inflow 
from a ring of primary dilution holes serving 
to maintain the combustion vortex and to supply 
air for combustion; and at C, a larger inflow of 
dilution air in order to reduce the temperature of 
the combustion products to an acceptable level. 

The photograph gives only an inadequate 
picture of the appearance of the visualisation 


rig, as it is difficult to obtain perfect photographs 
using models having curved surfaces. In addi- 
ion, since the flow is highly turbulent, the 
instantaneous velocity at a particular point in 
the pattern may undergo variations in magnitude 
and direction about the characteristic mean, so 
that a single instantaneous photograph can never 
fully be representative. With models of this 
type, it is more satisfactory to study the flow 
visually for some time and take records in the 
form of sketches. 

The three-dimensional water-flow visualisation 
rig has its greatest value in the study of regions 
where the derivation of a flow pattern from 
pressure plotting would be difficult and tedious. 
Models of this type of system are more expensive 
than those required for two-dimensional analysis, 
but in many cases this is the only way in which 
a Clear picture of the various flows may be gained. 
Recently, this technique has been extended to 
observation;zof the flow in the impeller and diffuser 
passages of a centrifugal compressor. To relate 
the observations to compressor operating con- 
ditions, the flow rate and pressure rise were 
measured for each observation and expressed as 


pressure coefficient and flow coefficient. The 
observations of impeller passage flow were 
obtained using a camera rotating with the 


impeller. 





example, if a large chemical plant is to be con- 
trolled automatically, it is necessary to under- 
stand completely first the mode in which the 
process varies with a change in the measured 
condition; and second, the time lag between the 
correction applied and the detection of a system 
response. The mathematical techniques which 
have been evolved for “ plant analysis’ of this 
kind, though elegant and most interesting, are 
usually not comprehensive enough, and even 
when comprehensive are often very complex 
and unwieldy. For that reason it is necessary to 
simulate the action of the plant on an analogue 
computer, or to carry Out direct experiments on 
the plant using special instruments. Both 
methods are being employed at the moment by 
several large chemical firms. 


One of the interesting results was the presence 
of high velocities along the leading faces of the 
vanes, which is in contradiction to the conven- 
tional theory of impeller flow, but in agreement 
with some other experimental observations. 

Experience over a considerable period has 
shown that the two dimensional water channel is 
a piece of apparatus which is of great value in 
preliminary flow-passage development, and also, 
with due precautions, for cascade development. 
Its great advantage is its simplicity and flexibility, 
modifications to the shapes under test being very 
easily made with simple materials. 

Three-dimensional water flow visualisation 
tests, while requiring rather more elaborate 
models, have considerable application in the 
development of complex passage shapes, and in 
studying flow stability in ducts. While con- 
siderable progress has been made by conven- 
tional airflow tests on models of such passages, 
flow visualisation tests are usually essential for a 
complete understanding of the flow. 
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Hi-Fi: Tapes and Speakers 
By G. V. Buckley, A.M.I.E.E. 


A’ THE present time, pre-recorded magnetic 
tapes, known as tape records, for mono- 
phonic and stereophonic reproduction, use a tape 
speed of 74 in per sec, are recorded half track on 
din width tape and are generally loaded on 
7 in diameter spools. This gives a playing time 
per track of about 30 minutes when using 
standard thickness tape (about 2 mils) and 
about 45 minutes with long play tape (about 
1-5 mil thickness). The cost of these tape 
records varies with the length and type of pro- 
gramme, but a full spool of good programme 
costs about £4. There are also some mono- 
phonic half track tape records using a tape 
speed of 3} in per sec available at reduced price 
and quality. 

By halving the tape speed of a given equip- 
ment and using the same tape, there is, in general, 
a deterioration of the high frequency response 
and of the signal to noise ratio due to the 
increased wavelength losses caused by the replay 
head and the increased high frequency loss in the 
recording process. Re-equalisation in the 
amplifiers can sometimes restore the frequency 
response but at the cost of signal-to-noise ratio. 
However, it is now possible, due to videotape 
recording accomplishments, to design very 
much more efficient heads and tape which can 
recapture this lost signal-to-noise performance. 
The cost of a high grade stereophonic tape 
recorder/reproducer having tape speeds of 7} 
and 33 in per sec is about £250, but by accepting 
limitations in performance and facilities this 
price can be reduced to about £70. 

The trend in tape reproduction is towards 
lower tape speeds, more tracks on the tape and 
simpler tape decks incorporating cassette loading 
of tape. In this country four track machines 
with tape speeds as low as 1%in per sec are 
starting to appear, with hints of corresponding 
tape records. Reports from America claim costs 
of tape equivalent to that of disc, using a tape 
speed of If in per sec with cassette loading of 
specially developed tape giving a continuous 
playing time of 64 minutes for three track 
stereophony. It is further claimed that five 
cassette cartridges can be played in auto-change 
fashion with a performance equivalent to that 
of present day 74 in per sec recordings. 

These claims result from specially designed 
heads having a much higher efficiency than that 
of normal heads; they have effective gaps of 
1-6 microns as compared to the normal 6-35 
micron gap. The special tape is claimed to 
have a greater output of about 3 dB (for the 
same value of distortion), with an improved 
signal-to-noise ratio of 5dB as compared with 
the oriented acicular particle tape used for 
video recording, which itself is said to have a 
7 dB higher output and a 5 dB better signal-to- 
noise ratio than normal high grade audio tape. 

Since about 1945 the standard of amplifier 
performance has been so high that more attention 
is Now paid to its mechanics than to its electronics. 
The average amplifier used in high fidelity systems 
for living room volumes of 1,800 to 3,000 cu. ft 
has an output of about 10 watts, with a total 
r.m.s. distortion figure of less than 0-4 per cent, 
a virtually flat frequency response over the range 
20 c/s to 20 ke/s and a noise level at least 60 dB 
below the full output. Associated with this 
power amplifier, generally as a separate unit, is 
the -control amplifier which provides facilities 
for a selection of inputs such as radio, micro- 
phone, pick-up (crystal and magnetic) or tape, 
with controls for volume and correction of 
frequency response. These frequency response 
controls allow for the independent adjustment 
of the low and high frequency regions, with 
additional controls for adjusting the slope and 
cut-off frequency of a low pass filter. Their 
use is essential for optimum reproduction from 
the various types of programme source, and 
they can compensate for deficiencies of the 
joudspeaker system or room acoustics. 


There is no doubt that the design of present 
day loudspeakers results more from scientific 
facts and measurements than from the idio- 
syncrasies of the designer. This is borne out by 
batch consistency performance which makes 
possible the theoretical requisite of stereophonic 
reproduction, namely, two identical loudspeakers. 
The great advance in measuring techniques and 
material research has resulted in enclosures, 
cones and magnets from which loudspeakers of 
moderate size and high class performance have 
been produced. Some of these loudspeakers 
have a frequency response extending from about 
40 c/s to 16 kc/s. To attain such a low fre- 
quency response, a good 12 to 15 in diameter 
moving coil unit requires an enclosure volume 
too large for the average living room, but good 
approximations are achieved by much smaller 
systems using damped resonant enclosures. 

The desired high frequency performance is 
obtained by using one or more smaller units 
mounted either co-axially with the low frequency 
unit or as separate units. Horn loading is 
employed with specially shaped horns or 
reflection techniques to achieve adequate diffu- 
sion of these high frequencies. These separate 
units are generally fed from the power amplifier 
via the cross-over networks which control the 
level and range of frequencies fed to them, and 
some loudspeakers are fitted with volume 





oe 


The Slender Periphonic (by GEC) is an example 
of a '»udskeaker designed for high performance in 
a compact cabinet. 


controls on the networks feeding the high 
frequency bands so that the user can adjust the 
levels to the various units to suit listening 
conditions. The enclosures housing these units 
take many forms and must be positioned 
correctly according to their design; some 
enclosures incorporate the walls and/or the 
corners of the living room into their design. 
Some thought should therefore be given to 
available living room space before deciding on a 
particular type of enclosure, remembering also 
that the acoustics of the room may demand 
unorthodox positioning. 

In general the design of the loudspeaker 
enclosure takes into account some of the 
acoustic problems of an average living room, such 
as adequate diffusion of the high frequencies at 
a height to avoid absorption by the soft furnish- 
ings. However, other room acoustic problems 
such as standing waves, vibrating windows or 
panels, and shadow effects must be solved by 
actual experiment. The price range of loud- 
speakers is considerable and is made complicated 
by the independent sale of enclosures and loud- 
speaker driving units, but between the limits of 
£30 and £60 are many first class models. 
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-readily extensible 


‘BV’ Switchgear is readily 
extensible. Circuit-breakers are 
mounted on trucks which are 
interchangeable. 
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“BV” Switchgear has a well-established them being:- (1) its exceptionally small space 
reputation for 11kV service, founded on its requirements—a factor of great importance 
satisfactory performance in variable climates | where space limitations apply (2) adaptability 


and its adaptability to particular system or for extension purposes to similar units or oil- 
other local conditions. switches and (3) ease of access to all parts 
subject to routine inspection—a design feature 


This is due to several reasons, among — which provides for simplified maintenance. 


Switchgear Division 


Associated Electrical Industries Ltd. 


HIGHER OPENSHAW, MANCHESTER : TRAFFORD 
PARK, MANCHESTER * WILLESDEN, LONDON 


F/A777 
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EMANCIPATION - for women —began just over 100 
years ago, when Isaac Merritt Singer invented the first 
practical sewing machine and released women from 
one of the oldest domestic chores in history - stitching 
and sewing by hand. With the turn of a wheel, busy 
mechanical fingers worked faster, better—and tire- 
lessly. Today, every Singer sewing machine is a compact 
miracle of sewing skills—but its basic duty remains 
essentially the same, to the delight of millions of 
women in every land. 


At the vast Singer factory at Clydebank in Scotland, 
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Coal generates power 
at Singer’s 
Clydebank Factory 


Mr. C. H. Fielding, 
Power Station Superintendent, 
comments: 


chain grate stokers feed a moving belt of heat under 
the 4 giant boilers in the impressive powerhouse. ‘The 
fuel is coal — chosen by the directors for reasons of con- 
venience, economy and reliability. The choice is a wise 
one, for coal, mechanically stoked is smokeless, and pro- 
“At Singer we provide our own 


duces more heat for the money than any other fuel. power and seats peocen sequuice- 





























ee : en ee ee eee ioe ments from coal. 
Furthermore, the coalfields of Britain can supply all the lea entney oe eT 
. 7 . ; . . in 1928 and a further two in 1950 
fuel our industries will need for scores of years to come. oak Dies @  saiiianhih gain al 
. ‘ . . 60.000 Ibs. per hour. 
Whether your own industry 1s big or small —re- “AE a RC Ney Ry eT 
- , ‘or working department, and the con- 
member Singer. Coal sewed up their fuel problems: rene: a enemies of wood chip 
| — ; nui tl wit and sawdust which have to be dis- 
tne pattern Is one you COULC COpy with pront. posed of are burned in the boiler 
furnaces along with coal. Coal and 
ash handling presents no problem 
here. The boiler fans and the saw- 
dust control equipment are driven 
by variable speed motors. Control 


is simple, 


PROGRESSIVE INDUSTRY 
IS GOING FORWARD ON 


— COAL 


The designed efficiency of the 
boilers and economisers is 84% and 
they are operated between one 
annual overhaul and the next with 
nothing more than the normal main- 
tenance. Their availability is high. 

Phe quality of coal received is 
always consistent, its properties being 
regularly checked in the laboratory. 
Around 48,000 tons of coal and 4,000 
tons of wood chips and sawdust are 
now consumed eat h yeal in the 
boilers. 

We at Singer choose coal because 
it meets all our fuel requirements.” 


Here are some key facts and figures 
about the consumption of coal at 


Singer: 
Number of boilers: 4 water tube 
Method of firing: Chain Grate stokers 
Steam pressure: 360 Ibs. per square inch 
Continuous max. rating 60,000 Ibs. of 
steam per hour each 
ISSUED BY Steam pressure: 725° F. 
Feed temperature: 185," I 


THE NATIONAL COAL BOARD Annual fuel consumption: 


48,000 tons of coal 
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REFRACTORY 
CONCRETE 


The ADAPTABLE Refractory Material 


—SAVES TIME AND MONEY 








A MUST for FURNACE & BOILER FOUNDATIONS 
HEAT-RESISTANT FLOORS 
FURNAGE DOORS & DAMPERS 
FLUES & FLUE-PIPE LININGS 
KILN CAR & BOGIE TOPS 
COKE OVEN DOOR LININGS 
BURNER BLOCKS 


AND 101 OTHER REFRACTORY USES 


Refractory Concrete 


(stable under « M . N T 
load up to 1350°C) 
is made with 
crushed firebrick F UJ 
and Ciment Fondu 
Ready for any purpose Ad 


Regd Trade Mark = 
in 24 hours ALUMINOUS CEMENT 














USE 
SECAR 250 
(An iron-free white calcium-aluminate cement) 

for 

Super Duty and Special Conditions of: 

Higher temperatures up to 1800°C 
Reducing atmospheres 
Resistance to slag attack 
Resistance to products of combustion 











Write for Booklets ‘REFRACTORY CONCRETE’ and ‘SECAR 250’ 


LAFARGE ALUMINOUS CEMENT COMPANY LIMITED 
73 BROOK STREET, LONDON, W.1 Telephone: MAYfair 8546 





















ENGINEERING 19 August 1960 


HYDRAULIC 
PRESSES 





A self-contained L.E.H. 500 ton hydraulic press with base, 
press head and moving table of fabricated construction. 


° DESIGNERS AND 
MANUFACTURERS OF 


HYDRAULIC 
EQUIPMENT 








THE LEEDS ENGINEERING 
& HYDRAULIC CO., LTD., 
RODLEY, LEEDS. 


Telephone: ‘PUDSEY?’ 2869. 
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BIRMINGHAM - Phone SME 1181 - ENGLAND 
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TUBE BENDING MACHINERY 


% Heavy duty motorised Mandrel Bender, Type MSA6, with robust 
all mechanical drive. 

*% Produces full bore bends, free from wrinkling, cold and unfilled 
on standard or short radii. 





% Easily set up for both left-hand and right-hand bending. 

% Variable speed gear-box provides correct bending speed according 
to size and class of tube. 

% Bends up to 6$in. dia. mild and stainless steel tube, 6in. bore gas, 
steam and hydraulic tube and 8{in. dia. non-ferrous tube. 


HILMOR LTD. (Sales and Service) 
CAXTON WAY, STEVENAGE, HERTS. 
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ENGINEERING ADVANCE 
FROM BRISTOL SIDDELEY 


Bristol Siddeley Engines Limited produce Beaver* ball splines. 

These ball splines achieve a minimum efficiency of 90°, and they 

can operate within a temperature range of —55° C to over 450° C. 
Machined and ground to the highest standards of precision, 


Beaver ball splines are much more efficient in operation than 


conventional splines. They substitute a recirculating stream of 


precision-ground balls, rolling along specially contoured grooves, 
for the solid key and keyway. This arrangement reduces friction 
to a minimum when the spline assembly is subjected to linear, 
torque and bending loads. It also gives optimum smoothness and a 
very fine degree of positioning accuracy. When compared to con- 
ventional spline mechanisms, Beaver ball splines require a much 
smaller power source; provide a predictable operation life; need 


much less maintenance; and give long, trouble-free operation. 


Basic design application analysis 

Bristol Siddeley engineers make an exhaustive analysis of each 
specification and each unit is specially designed for its particular 
application. For Beaver splines can be made with angular pre- 


loading, with multiple circuits, and with telescopic extensions, 
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Beaver splines have been proved as the most efficient method of 
minimising friction when high torsional and bending loads are 
imposed during linear movement in many engineering applica- 
tions. They have been designed already with rated operating 
torque capacities of 50,000 Ib/in (200,000 Ib/in maximum static 
torque) but the maximum potential operating torque is, in most 
cases, limited only by the requirement. 
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Bristol Siddeley Beaver bali screws | 

reduce the power required for actuation by as much as 80%. 

By eliminating backlash, with pre-loading, they give precise | 
control over very small increments of motion when con- | 
verting rotary drive into linear output. | 

L | 





*Complete technical and manufacturing co-operation with Beaver Pre- 
cision Products Inc, Detroit 

For further information please write to: J. B. Starky, Sales 
Manager (Beaver Products Division), Bristol Siddeley Engines 
Limited, PO Box 17, Coventry, England. 
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SERVICE BEFORE SALES 


Our Research and Development department is constantly engaged on applied 
research in Fluid Mechanics and other branches of engineering science. 

In addition every facility is available for the experimental investigation of 
problems directly concerning any specific pumping application. A fund of 
experience is available for customers’ information ensuring the most efficient 
and economical pumping service. 


DRYSDALE & CO. LIMITED 





MANUFACTURERS OF CENTRIFUGAL, AXIAL FLOW AND ROTARY PUMPS SINCE 1874 
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AFTER SALES SERVICE 


After sales service is an important function 
of the Drysdale organisation. An active staff 
of service engineers and technical represent- 


atives is available for short notice, free advice, 


on the spot service, to ensure Drysdale 
auxiliaries operate at peak performance. 


YOKER - GLASGOW 
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i Fill in this coupon and post Please send me full information on: 


particular application or systems. 


means enclose a note, a 
sketch or a drawing. You 
will be under no 
obligation whatsoever. 


for grease and oil. 
problem. 


NAME 


COMPANY 


ADDRESS 


ae 


To TECALEMIT LTD. (Sales E ) Plymouth, Devon 


it today. If you havea Tecalemit SINGLE-LINE Grease 
trouble-spot in mind, by all Tecalemit RADIAL Grease Pump Systems. 
All Tecalemit Mechanical Lubrication systems 


I enclose details of a particular lubrication 
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TECALEMIT 
MECHANICAL 
LUBRICATION 


The guardian 
of your 
machines 


Tecalemit Mechanical Greasing Systems guard every bearing. 
Fitted into new designs or existing machinery, they ensure 
correct greasing at the correct intervals, eliminate neglect 
and error, and immensely increase the working life and 
efficiency of your machines. And by cutting out hand greasing, 
they add much to works safety. 

The two main grease systems are suitable for every type of 
installation. 


The SINGLE-LINE SYSTEM 


has a central pump—fully automatic, operator controlled, or 
hand operated—and a single main distributor line, feeding 
each bearing through a separate single-line injector, each of 
which is independently regulated. 


The RADIAL SYSTEM 


is fully automatic, and uses 19 miniature pumps to serve 
individual bearings. Each pump’s output is pre-regulated. 
The unit can be driven from the machine it serves, or supplied 
with its own electric motor. 


Tecalemit Mechanical Lubrication can solve your problems 
and speed your production. 


TECALEMIr 
The Authority on Lubrication 


TECALEMIT LIMITED (SALES E ), PLYMOUTH, DEVON 
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IN EVERY 
INGOT:: : 


... Cast from the furnaces of the 
Osborn group of Companies, cumu- 
lative experience from generations of 
craftsmanship is combined with 
modern research and technology to 
produce steel of superlative quality. 
A wide range of high-speed and other 
special tool steels is manufactured 
and many other products including 
steel castings, forgings and engineers’ 
cutting tools are produced within the 


same organisation. 


STEELMARERS 


STEEL FOUND R 


a 
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Photo: by kind permission 
Job Day & Sons, Ltd 
Royd Works, Leeds 






Bearings 1 


aid tea packaging........ 






Onc hundred lined, sealed and leak-proot pac kets pel hour 1s the delivery 


rate of this tea-packing machine. Manufactured by Job Day and Sons of Leeds, it has push 


button control, and takes only 5 h.p. to drive it and requires only one operator 
Hoffmann ball and roller bearings are fitted throughout and play their part in helping 
this “Century” Rotary Packer to achieve its high output ind to operate rehably and econ- BALL an d 
omically over long periods ROLLER 
all Here is another example when the criterion calls for Hoffmann Ball and Roller 


Bearings — bearings that have been developed during more than sixty years experience BEARI N GS 


THE HOFFMANN MANUFACTURING CO. LTD., CHELMSFORD, ESSEX 





‘ an “J 14” Self-Sealing Couplings 
e NLL DER sn in use on Vacuum Oil 
ki n d S \ SS Company Tanks. (South Africa) 









Avery Hardoll industrial couplings eliminate 
wasteful, dangerous spillage. Self-sealing 
valves prevent flow from starting until the 
Hose and Tank Units are fully coupled. On 
disengagement, the valves return to the self- 
sealing position before the Units are uncoupled. 
Avery Hardoll industrial couplings are widely 
used for rapid, safe bulk-handling in breweries, 
aviation, and for food processing industries. 


For complete details about the new facility that 
Heny-Hanrde / Avery-Hardoll couplings bring to liquid transfer, write to 
AVERY-HARDOLL LIMITED 


Oakcroft Road, Chessington, Surrey, England. 
Tel: Elmbridge 5221/7 











Hose Exchange Room at Stanlow. Bottom loading-truck, using 2%” Se/f-Sealing 
{Shell Refining Co. Ltd.) Couplings. (Power Petroleum Co. Ltd.) 
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BELMOS 


multi-tier motor control gear 


“G? RANGE 
Introduced a few years ago, the “G” range of 4- and 5-tier cubicles 
has become firmly established for group control of motors up to 90 
h.p. at 440 volts. The enclosures have now been further developed 
to incorporate several additional features, including auto- 


matic sequence starting and individual earth leakage protection. 


Belmos motor controlgear is suitable for most kinds of industrial applications; from paper mills to coal preparation plants, from chemicals to textile 
By virtue of the flexibility of the basic design, controlboards can be constructed from Belmos standard units to comply with customers’ 
requirements as precisely as “custom-built” equipment. They are especially suitable for large continuous process plants and our 


technical staff will be glad to assist customers in planning control gear installations to meet their particular needs. 





the Belmos company limited 
LANARKSHIRE 


BELLSHILL 










LONDON GLASGOW BIRMINGHAM 
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“HH” RANGE 

The 8-tier cubicles of the ““H” range accommodate 

contactor starters suitable for 74 h.p. motors. The contactors 

are mounted in plug-in chassis which can be withdrawn for 
maintenance. As the photograph shows, “G” and “H” range units 


can line up together to form a flush-fronted controlboard. 











MANCHESTER SHEFFIELD CARDIFF 
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1.C.1. Carbon Dioxide 
for Industry 


- 


1.C.1. Liquid Carbon Dioxide in bulk is not only the easiest but the cheapest 
way of buying pure CO,—-there are no handling charges, because it’s piped direct 
to your storage tank (if you haven't a tank I.C.I. will supply one). It’s easy to maintain adequate 
stocks, and when your tank does need replenishing, |.C.1.'s rapid delivery service sees to it right 
away. If you need advice on operating or maintaining your equipment, or indeed on any carbon 
dioxide problem, |.C.I.’s technical service is there to help you. 


FOR SMALLER USERS the ‘Drikold’ liquefier is available—inexpensive, simple and quick to operate. 


BUY CO. THE GHEAPEST WAY 


Full information on request 
IMPERIAL CHEMICAL INDUSTRIES LTD., LONDON S.W.1. 


DK.321 


ERECTION SERVICES 


+ « . two words that cover a vast amount of work in Britain and abroad; the 
erection of power stations, bridges, pipelines, gasholders, storage tanks, 
hangars and towers, riveted and welded platework. All these services, 

backed by a large team of designers and engineers, represent one 
facet of the contribution towards progress made by Carter Horseley 
(Engineers) Ltd., a member of one of Britain’s most progressive 


engineering organisations, The Horseley Group, 


HORSELEY BRIDGE AND 
THOMAS PIGGOTT LTD., 
TIPTON, STAFFS. 


Carter Horseley (Engineers) Limited & 
Sheffield, Waddon, Newcastle, 
Liverpool and Tipton. 
AY, 


Horseley-Piggott , 
(Water Engineers) Limited, VCOMp 
Tipton, Staffs. 
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Now, in our new factory, we can produce 
pressure vessels and heat exchangers—plus the 
fabricated pipework to go with them—to all 
British and Foreign Codes of Practice. Facilities 
exist for stress-relieving vessels up to 45 feet long 
and strict, scientific control—including X-Ray— 
ensures consistent high standards throughout. 


Why not take advantage now of our unique 
*3-way-service’. 


STEELS BRING NEW SCIENTIFIC SKILL TO INDUSTRIAL PROBLEMS 









CBMPE 


STEELS ENGINEERING INSTALLATIONS LTD. 


NDERLAND ENGLAND 








HOME & OVERSEAS SALES OFFICE: 143 SLOANE STREET, LONDON $.W.1. TEL: SLOane 6178 
















Controlled feed . guided collaring - mechanical retraction— 
so one man can operate two rigs 


N' /RTHERN SWEDEN has been the proving ground of a revolu- 

tionary rock drilling method which has opened the way toa 
completely new conception of drill-crew output. Known as the 
Swedish Ladder Drilling Method, this new technique has been 
employed on hydro-electric projects at Korsselbrinna and Stalon 
where drilling platforms with 16 rock drills operated by 8-man 
drill crews have been used. 

\tlas Copco drills mounted on retractable pusher legs* are 
rested in cradles running horizontally in “ladders’”’. Contractors 
and drill crews have found that these rigs, cheaply and simply 
constructed, offer the following advantages : 


INCREASED PENETRATION—full feed power is ensured by the ideal 





horizontal feeding position of the pusher leg. 


HIGHER OUTPUT PER MAN/HOUR—due to greater penetration and 


the fact that one man handles two drills. 


Repucep Crew FatiGue—collaring is made simple as operators 
need not hold the drills. Drill steels are mechanically with- 


drawn from holes using the retractable pusher leg. 

Fewer Driti STEEL CHANGES—long steels can be used from the 
start. For greater durability 1” Sandvik Coromant integral 
steels are used. 

GREATER DRILLING AccurAcy—thanks to the fixed ladder base 


and pre-positioning of drills for pattern drilling. 























Available from Atlas Copco. The Swedish Ladder Drilling 
Method was originally introduced by Widmark and Platzer, one 
of Sweden’s leading contracting companies, and has been further 
developed by them and by the Swedish State Power Board. 
Specially evolved with Atlas Copco trigger-operated retractable 
pusher legs*, this method and equipment has been exhaustively 


Sfitlas Copco 


PUTS COMPRESSED AIR TO WORK FOR THE WORLD 


ATLAS COPCO AB, STOC KHOLM 1, SWEDEN 











DRAMATIC RESULTS 
OF LADDER DRILL TESTS 


The figures show the dramatic increase in 
drilling achieved by ladder rigs in a 6 


driven in hard 


sq.m. tunnel at Stalon 


drilled quartzite. Gross effect refers to the 
mean value for the whole drilling period, 
including collaring, changing stecls and 


the usual routine delays. Note that the 


gross effect is exactly doubled, 


GROSS EFFECTS 


19.5 metres man-hour Conventional drilling with one rock 
dril 





39.0 metres man-hour Ladder drilling with two drills 


tested and proved under tough Swedish drilling conditions. 
There are Atlas Copco companies or agents in ninety countries 
and details of the new equipment are readily available from them 
or from the address below. Wherever you are, the international 
\tlas Copco group offers expert advice on the selection of 


equipment and a complete after-sales service. 











Controlled feed - guided collaring - mechanical retraction— 
so one man can operate two rigs 

















al DRAMATIC RESULTS 
fir OF LADDER DRILL TESTS 


» + 





GROSS EFFECTS 





Available from Atlas Copco. |! 


{ 
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PUTS COMPRESSED AIR TO WORK FOR THE WORLD 

















CORONATION 


REEL ABOVE ALL ELSE 


The under- 
slung crab 
unit allows a 
highest hook 
position 
approaching 
close to the 
building 
height. 


The driver's 
cage, glazed 
or open, is 
arranged to 
give maximum 
possible 
visibility in 

all directions. 


° HAINGE 





Manufactured under licence from Ferrand & Frantz Ing. Villeurbanne. British Patent No. 705,148 


MODERN FACTORIES NEED 





TO SAVE SPACE AND GIVE 
INCREASED HEIGHT OF LIFT 


-with reduced building coi / 


REEL is the only modern overhead crane specially created to meet 
modern industrial demands for higher mobility and efficiency. 

The unique REEL design carries the crane to within inches of the roof, 
giving maximum height for lifting. Enclosed girder construction 
combines lightness with great strength, allowing more economical 
running and maintenance. There are capacities to suit all requirements. 
Handling of goods is faster, safer and more economical with REEL— 
why not contact us now for full information. 


THE BRITISH a 
VW A travelling 
crane 


BRITISH INDUSTRIAL 


ENGINEERING COMPANY (STAFFS) LIMITED 
ROAD . TIVIDALE ° TIPTON STAFFS. Telephone: TIPTON  1222/3/4 











ENGINEERING 19 August 1960 Supplement 65 





One man and one hundred nuts 


How long should it take him to fix them ? 


According to accepted engineering practice* it would take a worker 
as long as]197 minutes to assemble 100 516’ slotted nuts and split pins. Yet the same 
man would take a bare 40 minutes to assemble an identical number 
of Simmonds 5 16’ Nyloc self-locking nuts. 
Common sense says that it pays to use Simmonds self-locking nuts every time 
when assembly costs run as high as they do today. In fact, with average labour costs 
and overheads, there are savings of over 42 - on every hundred assemblies 
and over £2,000 on every hundred thousand assemblies. Why not call in 


Simmonds to carry out a completely thorough costing of your assembly operations. 
Our 16mm Nyloc colour film is available free of charge from the Central Film Library, for showing in your factory 
{ll times shown are based on ‘The Handbook of Standard Tim: 


Data for Machine Shops” by Haddon & Grenger published by Thames 
& Hudson Limited, London 


time saved is money saved SIMMONDS SELF-LOCKING NUTS 





Ore 
SIMMONDS AEROCESSORIES LTD: TREFOREST: PONTYPRIDD - GLAMORGAN £ A member of the Firth Cleveland Group 


Branches: London, Birmingham, Manchester, Glasgow, Stockholm, ( ypenhagen, Ballarat, Sydney, Johannesburg, Amsterdam. Milan, New York, Mannheim and Brussels 
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Helicon geared motors and co-axial geared units 
are new...and all the better for being made by 
David Brown, the firm with 100 years’ experience 
of gears. That means greater accuracy more reli- 
ability with less maintenance — in fact a quiet, 


compact, sturdy, quality product. 


There is a booklet No. F. 444.3 waiting for you. 
It tells about the range of units covering 34 
standard ratios for any drive up to 40 h.p. Write 


for it to-day. 


RADICON Division 
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PARK WORKS, 








[Supplement ] 19 August 1960 ENGINEERING 





Yn 





YY; Hy 
UY” Ui Yi 
Y Y YY 


Gy 
“i; 
WZ 





CO-AXIAL GEAR UNIT WITH 
BASEPLATE MOUNTING 


CO-AXIAL GEAR UNIT 
WITH BRACKET MOUNTING 


HELICON 


geared motors and co-axial geared units 


CO-AXIAL GEAR UNIT 


DAVID BROWN 


THE DAVID BROWN CORPORATION (SALES) LIMITED 


HUDDERSFIELD Telephone: 3500 


oslsas: 
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GLAXO 
LABORATORIES LTD 
have installed 


Thornycroft Oil Burning Equipment 
on their Babcock & Wilcox Water Tube 
Boilers at Greenford. We supplied the 
whole of the oil firing equipment and 
the conversion from solid fuel to oil 
firing was engineered by_our technical 
staff. 

Other recent Thornycroft installations 
include those at Selfridges Litd,, 
London Airport, Shell-Mex House and 
several for the Ministry of Works. 


For particulars of industrial equipment 
write for publication S.E.B.99 which in 
cludes a questionnaire for completion and 
return to us; S.E.B.114 illustrates in 


dustrial and marine installations. 





HORNYCROF] 


OIL BURNING EQUIPMENT 


JOHN I. THORNYCROFT & CO. LIMITED, WOOLSTON WORKS, SOUTHAMPTON 







LAST 20 to 50% ir en 
PS ahi 
LONGER... Yet priced no oo ry 


higher than ordinary belts 





Grommet Y.Belt#s 


ALL BRITISH 


TEXROPE GROMMET FRANK & CO LTD 


winwanerwary WIGGLESWOR TH anemones 
MANUFACTURED 
‘Phone : SHIPLEY $3141 
“ND SOLD ONLY BY Grams : CLUTCH. SHIPLEY 














The Joseph Adamson Waste Heat Boiler is designed 
to make efficient use of the waste gases leaving open- 
hearth furnaces, reheating furnaces, soaking pits, gas 
retorts, etc. 

The straight-through fire tubes have a high ratio of 
length to bore, giving about 90% tube efficiency and 
providing a large area of heating surface in a compara- 
tively small space. Brickwork setting is not required 
and air infiltration is thus avoided. 

A feature of Joseph Adamson Waste Heat Boilers 
is that a special cleaning device can be provided in the 


outlet chamber to allow the tubes to be cleaned while 


the boiler is at work. 


JOSEPH ADAMSON 
a. ae 

in association with 

Adamson Alliance Co. Ltd., 165 Fenchurch St., London, E.C 3 

Company Ltd., 







re@.s. BOAR 


The Horsehay 


THE 





The ‘BRADFORD’ Power Cylinder 
More power to your elbow 

with Bradford air or 

hydraulic power cylinders 


Bradford Air Cylinders. 


In standard sizes from 2°to 0’ bore, with 
hand or remote control. 


All-Steel Hydraulic Cylinders. 


Standard sizes from |” to 12” honed bores, 
to work at pressures from 200 Ibs. to 
1,500 ibs. per sq. in. with hydraulic fluid, oil 
or water. Supplied as required, with bracket, 
clevis, trunnion or end cover mountings. 
Bradford Air or Hydraulic Cylinders can also 
be made to customers’ specifications with any 
length of stroke. 


UNITED STATES METALLIC PACKING 
SOHO WORKS, BRADFORD 8, YORKSHIRE 


Telegrams : ‘* Metallic,” Bradford. 
Branch Office : London, 
Cardiff, 


Telephone 41 284-5 
Glasgow, Manchester, 
Southampton, Hull, Swansea and Bristol. 


Liverpool, 
Newcastle, 


JOSEPH ADAMSO 
- Waste Heat B 


ADAMS ON GROUP 
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Physics 


Reactor 


Design 


A pictorial summary of elementary 
nuclear concepts. 


Exclusive series of articles 

by G. W. K. Ford, M.B.E., M.A., 
A.M.I.Mech.E., A.M.LE.E., 
Research Manager of the 
experimental criticality group 

at the U.K. Atomic Energy 
Authority’s establishment at 
Dounreay, Scotland. 


Reactor physics has assumed 
importance for many engineers 
already engaged in their profession 
but whose training has included 
no foundation in nuclear science. 
For these and others requiring a 
quick introduction to the subject, 
Mr. Ford prepared this series 
Basic nuclear physical concepts. 
Basic reactor physics: monokinetic 
reactor. 

Criticality and the nuclear 
slowing-down process. 

Improved theories for critical size 
The reflected reactor and group $ 
theories. 


Breeding. 


Reprinted from ‘“* ENGINEERING” 


4s. with stiff covers, post free from: 


ENGINEERING, 36 BEDFORD STREE1 
LONDON W.C.2. Tel: TEMple Bar 3663 


oR 
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. 
. . a vital necessity for industrialists striving to keep their share A 0 | d e r ! n g 


of expanding markets. Vital at all stages of production 





and distribution. Especially vital in loading and 
unloading cargo vessels. Recognising this, progressive 
concerns all over the world are establishing new facilities 
for shipping and discharging raw materials. 
And Simon Handling Engineers Ltd are providing them with 
the necessary plant....designing and erecting shipping 
terminals and intake plants for grain, coal, ores, sugar 


and other materials in bulk. 


Hanaling 


FAST HANDLING at South 
Shields, where Simon 
Handling Engineers 
conveyors, bunkers, and 
hoppers loading out to 
railway wagons at 500 

tons an hour, help to 
achieve a rapid turn- 


round of ships bringing 





iron ore to satisfy the 
increased blast-furnace 
capacity of the Consett 
Iron Company Ltd 





Say FLUXITE and you show yourself to be someone who knows about 
soldering—knows that nothing but FLUXITE will give the self-same 
high standard results, whatever the type of soldering job you're doing 
It’s the one flux that simplifies a// soldering. 


FLUXITE LTD. 
FAST HANDLING at Kitimat, Bermondsey Street, LONDON, S.E.! 


British Columbia, where the Tel: HOP 2632 G.M.86 





first of two pneumatic 
plants supplied by Simon 





Handling Engineers Ltd 

for discharging alumina 
shipped to Aluminum 
Company of Canada’s new 
smelter set new records for 
fast handling, clearing 12,500 
tons in 39 hours. 





JOHN FRASER AND SON LIMITED 
Ferry Street, Millwall, London, E.14 


Makers of 


PRESSURE 
VESSELS 


AND 


FABRICATED 
MILD STEEL 
PLATEWORK 





For fast handling, clean handling and accurate handling, see 


Simon Handling Engineers Ltd 


STOCKPORT, ENGLAND 





Telephone: EASt 1185 Telegrams : Presvesals, Phone, London 


Telephone: Gatley 3621 Telex 66-287 . Telegrams: S.H.E.L. 


HS 327 Telex Stockport 
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Proportiometer pumps 


Instrument controlled for the 
oil and chemical industry 





This illustration shows a 3 HL size double-ended pump, 
designed for a well-known oil refinery to pump 
hydrocarbons. It is fitted with instrument and ratio 
control for operating the output adjusting mechanism. 


Made in seven sizes for outputs from a few c.c’s to 50 gallons a 
minute and for pressures up to 12,000 p.s.i. 


PNEUMATIC 


Be | 
THE Howard ENGINEERING CO.LTD 


Head Office & Works: FORT ROAD, EASTBOURNE, SUSSEX. Telephone: EASTBOURNE 4804/5 
Telegrams: HowmMaTic. London Office: TERMINAL HOUSE, GROSVENOR GARDENS, LONDON, 8.W.1I 


steel from stock 


S— vistrisutors oF (#%) DEXIQON suorrep ances 
(Enquiries should be addressed to the Dexion Dept.) 


F AUSTIN 








Make sure you receive our MONTHLY 
STOCK LIST by sending your name and the 
name and address of your Company to DEPT.S.L.R. 





E_ JAMES AUSTIN & SONS (oewssvey) LTD. 
= STEEL STOCKHOLDERS 


THORNHILL IRON & STEEL WORKS DEWSBURY YORKSHIRE 
TELEPHONE: [750 (7 LINES) - TELEGRAMS: AUSTINS DEWSBURY TELEX 


LONDON OFFICE: KIRKHAM HOUSE, 54A, TOTTENHAM COURT ROAD, LONDON W./ 
TELEPHONE: MUSEUM 164 





ESTASLISHED tate 
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BRIGHT STEEL BARS 
for increased production 











-820° a/f LEDLOY E.N.1A. 


MILLS LEDLOY bright steel bars contain a 
small percentage of lead, giving greatly 
improved machining properties to all standard 
qualities, Freecutting, Casehardening, Carbon, 
Heat-Treated Carbon and Alloy steels with- 
out impairing their physical properties in any 
way. 

These can be supplied to Admiralty, Air 
Ministry and many other specifications. 


1:75" dia. LEDLOY -40%¢ 


MILLS LEDLOY steels have been known to 
give an increase in production of up to 100%. 


EXORS. OF JAMES MILLS LTD. sicstifnnrsrsciesns 


N 
2 eleghone: WOODLEY 2731.(10 lines) Telegrams: “MILLS PHONE WOODLEY 





























- DEE 633 | 


| is a refractory lubricant 
designed to function dry even if 
subjected to temperatures up to 1000°F 
or under highly oxidising conditions. 
No residual coke or ash developed. 


Here’s a product from Dee Oil Company that solves 

one of the more difficult lubrication problems found 

in industry. Its efficiency has been proved on 

many different applications and it can solve your 

high temperature lubrication just as_ effectively. 
Send your enquiries to :— 


DEE OIL COMPANY LIMITED 


Delta Works, Irlam Road, Bootle, Liverpool 20 MI 
Telephone: Bootle 1897 


















Revised regulations regarding 
First Aid in Factories became 
effective from Ist January 1960, 


As the Pioneers of Industrial First Aid 
we Cffer approved complete First Aid Outfits 
to meet the requirements of all trades. 


Please state number of employees and nature of 
business when ordering. 


Full details are available to responsible officials applying 
on their company’s letterhead, mentioning this “Engineering” 
announcement. 








CUXSON, GERRARD & CO. LTD. 


OLDBURY, BIRMINGHAM 
Telephone : BROADWELL 1355 (5 lines) 


i 
' 


| 
| 
| 
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LESS-DIFFICULT 





The 
installation of an 
external vibrator to a steel hopper. 


DIFFICULT 





vibrating reed 
for application where 
external vibration is impractical 
due to structural or other difficulties 
and if the bunker is made of concrete. 


EXTRA-DIFFICULT 





combination of 
internal and external 
bunker vibration. Where the 
external vibrator is timed for 
‘on and off’, the vibration frequency, 
on slowing down, goes through the 
natural resonance of the bunker, 
irrespective of load material contained. 
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/ 
FREQUENCY UNCERTAIN an 


AMPLITUDE UNCERTAIN 


RESULTS UNCERTAIN 





trouble-free 
bunker 
discharge 


The primitive, inefficient method 
commonly used for clearing material 
which sticks in a storage bunker is by 
applying a sledge hammer to the side of 
the hopper. This is a form of low fre- 
quency, uncontrolled vibration. When 
vibration is applied at the correct 
frequency, the correct amplitude and the 
correct point of application, almost any 
material can be satisfactorily  dis- 
charged. 

SINEX has the experience with a wide 
variety of materials and a wide range of 
hopper designs to recommend how vibra- 
tion should be applied effectively to solve 
your particular problem. 

The three examples illustrated show three 
different combinations which are typical 
of many applications, but even these, 
whilst using the same type of unit, can 
only be effective if the types of unit them- 
selves are placed in the correct position 
and have the correct frequencies and 
amplitudes of vibration, to suit the 
characteristics of the material to be 
discharged. 

It would pay you, therefore, to make use 
of our experience and to consult us on 
your particular problem. 

Send for relevant details and information 
sheet. 


EL/MINATE THIS 


WASTEFUL GETHOD 








é / 
“ 7)" PLUS DAMAGE TO HOPPER 
es 
Je 


These are some of the many materials which we have handled satisfactorily 


and ensured trouble-free bunker discharge: Pulverised and small coal, iron 
ore, coke, lime, flour, grain, grist, foundry sand, soda ash, cullet, sand, gravel, 
granite chips and all road stone materials. 


Burky Ueaoce Lyne 





SINEX ENGINEERING COMPANY LIMITED 
Central Way, North Feltham Trading Estate, Feltham, Middlesex. 
Telephone : Feltham 5081 (5 lines) Telegrams: Sinexvibro Feltham. 
ASSOCIATED COMPANIES IN PARIS BRUSSELS AND ZURICH. 
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Electric contacts 

control relays of Pressure and 
which stop and start Temperature 
motors at pressures 
or temperatures 
which can be 
individually 

and accurately set. 
Intrinsically 

safe and flame- 
proof schemes are 
available. 

Please send for 
Catalogue 

Section 1D 


Budenberg 


BUDENBERG GAUGE CO. LTD. - BROADHEATH, Nr. MANCHESTER. 
London: Regency House, 1-4 Warwick St., W.1. Tel.;: GERrard 4822-3 
Grams: Pyrometer, Piccy, London Glasgow: 62 Robertson St., C.2, 





dmBU.40 


our 
service department 
AP yan stig ; r I/ law remember the number of 
oe n nths' . ' ws Lanarkshire Bolt is 
: een mo Be: F Vite.’ Hamilton 1241-4 


when you go gathering nuts in May, bolts in 
June, screws in March!... 


The right nut for your job doesn’t grow on 
trees: nor does your bolt mushroom 
from the floor. Fact is, it’s often @ 
> devil-of-a-job running the right 
aie fastening to ground. Unless of 
¢ course, you know Lanarkshire. 


)) AZO Lanarkshire Polt run a unique 
wr 


4 ai ial 
“i AC system for tolt buyers. 


MALAY. On request, each month the 
/i [| Be ) Company sends you the 
MONTHLY STOCK LIST 
a publication showing 
materials, sizes, threads 
and quantities in stock. 
It could save you a lot 
of frenzied ‘phone calls 


when stocks run low. 


ORGANISATION 


Aw 


HAMILTON 


LANARKSHIRE LANARKSHIRE 


ie oom ee 
Tel: Hamilton 1241-4 
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HEAVY DUTY LEVEL 
LUFFING GRABBING CRANES 
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FOR RAPID DISCHARGE OF BULK CARGOES 


Clyde Cranes on the new coal transfer jetty of 


Messrs. William Cory & Son Ltd., on the Thames at Erith. 
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Clyde Crane & Engineering Co., Mossend, Lanarkshire. Telephone : Holytown 412 (6 lines) 
Joseph Booth & Bros., Union Crane Works, RODLEY, Leeds. Telephone: Pudsey 3168 (6 lines) 


FV AS 
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AV 
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CLYDE CLYDE CRANE & BOOTH LTD. 


incorporating 


Grams : Clyde Motherwell Telex. Telex 77443 
Grams: Cranes Rodley Telex, Telex. 55159 
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‘Fluon’ cuts maintenance costs, 
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increases efficiency for 
Johnson, Matthey and Company Limited 


— packing rings made from plaited 
asbestos rope impregnated with ‘Fluon’ 
p.t.fie. by Crane Packing Limited, are used 
for gland packings in the centrifugal pumps at 
Johnson, Matthey and Company Limited. 
These pumps handle highly corrosive nickel 
sulphate solutions, containing abrasive mater- 
ials, up to temperatures of 70 C. These 
solutions attack all hydrocarbon lubricants, 
causing conventional gland packing rings to 
harden. 

Johnson, Matthey and Company Limited 
had to adjust the former gland packing daily 
and replace packing rings every 200 pump- 
working hours. 

Since changing to asbestos ‘Fluon’ packing 
rings there has been a remarkable improve- 
ment. At first, gland adjustments were made 
every two or three days. After a few weeks no 
attention was needed at all. The rings were 


found to be in perfect condition after 7,000 
hours’ pumping the abrasive-free nickel sul- 
phate solution. When the solution contained 
abrasives, the life of the rings was slightly 
shorter, but many times longer than that of any 
other packing. 
Trials were run over two six-month periods 
and these results were obtained: 
(1) 67 conventional packing rings were re- 
placed, over six months, in five 2” pumps. 
In the next six months, only 4 asbestos 
‘Fluon’ rings were replaced 
(2) 168 conventional packings were replaced, 
again over six months, in five 2}” pumps. 
In the following six months, only 31 
asbestos “Fluon’ ones were replaced. 
Initially, these new rings cost more. The 
extra cost is offset many times over in reduced 
maintenance costs and greater running effici- 
ency of the pumps. 


. : » Cm y oe) Tar b ‘Fluon’ is the registered trade mark for the 
polytetrafluoroethylene manufactured by I.C.I. 


IMPERIAL CHEMICAL INDUSTRIES LIMITED-LONDON-: S.W.1 (ic 


pre? 





ae ee em Ome INCREASES PRODUCTION EFFICIENCY IN INDUSTRY 


eset: me Bae ee 







Pye : 
ae BRS 


Pumps which handle highly corrosive nickel sulphate 
solutions, containing abrasive materials, up to tempera- 
tures of 70 C., at Johnson, Matthey and Company 
Limited, Brimsdown, Middlesex, showing asbestos 
‘Fluon’ gland packings made by Crane Packing Ltd., 
Slough. The inset shows a close-up of the packing rings 
in one of the centrifugal pumps 





Plaited asbestos rope impregnated with ‘Fluon’ p.t.f.c. and made 
into preformed gland packings by Crane Packing Ltd., Slough. 
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REEVES VARI-SpEED MOTODRIVE 


THE MODERN 
DESIGN FOR 


* INCREASED 
EFFICIENCY 


* WIDER SPEED 
VARIATION 


* NEW SPACE 
ECONOMY 


CU 






SUUUUAEUVUADENLUAARUANOEDUEEOUNADUOEGEGUAAEOUUEA ADD AEAEUEOUE EEA AGSHUEEDA UENO ORDA EEA 


The fresh, compact styling 
... the improved operating 
performance . . . and the 
REEVES record of long 
trouble-free service on 
installations throughout 
industry have established 
the REEVES Motodrive 
asa preferred unit for vari- 
PULL able speed requirements. 


SSUUeN NN AANNEA Aen 


The REEVES Vari-Speed Motodrives are complete variable speed power packages 
designed to give ultimate performance and operating efficiency to applications in ev ery 
industry. Right Angle Reducer units are also offered with the same rugged construction 
and simplicity of operation for year-round dependable service. 


New combinations of C-face NEMA motor, variable speed case and gear head give 
great versatility and adaptability to the new REEVES Motodrives. In both the **C”’ 
flow (motor and output shaft on the same side of the belt case) and the ** Z*’ flow (motor 
and output shaft on opposite sides of the belt case), standard assemblies are available to 
meet virtually every installation space requirement. 


Dises are pre-aligned to give automatic belt alignment. A tension spring 
automatically maintains correct belt tension for smooth power flow and longer belt life. 
Special cog construction on belt reduces operating temperatures, and combined sure 
gripping with maximum flexibility. REEVES exclusive patented ‘close grooving ”’ 
lubrication of the variable speed disc assemblies virtually eliminates ** sticking dises.”” 
Lubricant extrudes into fine grooves in the hub bore of the sliding disc, coating the entire 
sliding contact area. There is no fretting corrosion as there is no metal-to-metal contact. 


Single, double or triple stage reducers are available in gear ratios from 1.17 to 
195:1. Reducer oil level plug is located to give full splash lubrication without excessive 
frothing. Double lip shaft oil seal retains oil . . . excludes foreign matter. REEVES 
exclusive baffle type vent plug provides positive, leak-proof reducer venting. Variable 
shaft bearings are lubricated by Reliance Metermatic system . . . grease from reservoir 
automatically feeds to bearings, even when seldom lubricated. 





For literature and information write to :— 


JAMES DAY (MACHINERY) LTD. in fast, 


28 MA » We 
REGENT STREET Sutte om: all-cargo planes 


(Close to Oxford Circus) HYDe Park 2430 & 0456 








... especially to the USA 


New reduced rates available 
for consignments of 500 kgs. 
and over to all N. American points 


FLY IT KLM 


gpurs ' Inachine Cut Gears worms 









pevers packs You'll see many world-famous 
on ws manufacturers’ labels on freight going 
Ww a . GEARS KLM. Big firms know it’s the fast and 
wee sien ck reliable way to deliver orders to overseas 
weLicALs can customers. It will pay you to trust your 
cant GEARS GEARS freight to the expert hands of KLM, too. 
THE WORLD OVER 
‘ 2 ae KL RS Consult your Air Freight Agent or KLM 
SUPPLY PITCHES Royal Dutch Airlines, Air Freight 


CUTTING ONLY Division, 67 Clerkenwell Road, 


London, E.C.1. Tel: Mayfair 8803 and at 


bj Birmingham, Manchester, Glasgow 
4 and Dublin. 


AIRLINES 


General Machine Castings made to customers’ Patterns. Low Prices for Planing, Boring, Turning Screwcutting “7, 


Sead your enquiries to:— 


GREENWOOD’S STANDARD GEAR CUTTING CO. LTD. 


New Bend Street, Halifax. Telephone : Hal/fax £217i8 Telegrams : ‘‘ Gears” 


7 FEET DIAMETER V4 ROYAL DUTCH 
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Makers of 
all kinds of 


Steam and Motor Driven 


Air & Gas Compressors 
d 


Hydraulic Plant 


Illustration shows 
Motor - Driven, Two-Stage, Double - Acting 


Air Compressor 


Capacity 500 cub. ft. free air per minute to a pressure 
of 100 Ibs. per sq. inch. R.P.M. 360. 


<-——— -_ 


The new ‘ 
COOXO 


tor PURE OXYGEN CONTENT LESS THAN IPPM 
D R . DEW POINT MINUS 100° F H Y D R O (, E N 


Deoxo catalytic gas purifiers have become widely accepted as the most efficient and 























Zz 


( 


— 


ee 





J 


economical method of purifying certain industrial gases. The new Deoxo Puridryer 
combines the features of this process together with an automatically operated 
drying unit. 


The Deoxo Puridryer, having a maximum capacity of 100 scfh, will purify normal 
commercial grade hydrogen to give a gas with an oxygen content of less than | ppm. 
By use of Linde Molecular Sieve as the drying agent, it achieves a dew point as low 
as minus 100°F which enables gas to be fed directly to a furnace. 

The Puridryer may also be used with other gases such as nitrogen, argon, neon and 
saturated hydrocarbons. 





te Further mformation 


CAN GELHARD 4IN OI ST FR Ss, 472.) rexarding the Deoxo 





Puridryver and Deoxo 
BAKER PLATINUM DIVISION Catalytic Gas Purifiers 
2 . . § bh €o0 P rs? 
52 HIGH HOLBORN, LONDON, W.C.1 CHincey 07114 CG OOP one 
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COMPRESSORS 
for 
HIGH PRESSURES 


and 


SPECIAL GASES 


* 
FL cane enciano 


DARTFORD 3248 
[GOVAN SHAFTING | 













LIMITED - 


GOVAN SHAFTING 
ENGINEERING CO. 


PROPRIETORS: THE STEEL COMPANY OF SCOTLAND LTD. 


BRIGHT DRAWN STEEL TURNED STEEL BARS 
UP TO 18 in. DIA. 


4 

= BRIGHT STEEL BLANKS 
= ANY THICKNESS IN MILD STEEL - FREECUTTING 
2 CASE HARDENING - HIGH TENSILE, ETC. 

= 
bj 


WwW 
87, HELEN ST., GOVAN, GLASGOW S.W.I 
Telegrams: “PEDESTAL GLASGOW.” Telephone: Govan 1145 (3 lines) 
| 


The 


SURRGEGRERAORGGHRRRERRORREREEED 


REG° 


PORTABLE 
BLOWER... 


a defence against 


SABOTAGE 
by dust and damp 







MODEL 7 
E 





DRY AIR Clears dust and grit from 
electrical and other machinery. 


1 
5 
1 
1 
condensation, protects materials. 
Has many applications in industry. | 

i 

i 


MODEL 7 WITH HEATING 
ATTACHMENT 


SUCTION Simple attachments in- 


Have you a problem involving 
stantly convert the blower into 


- 
i 
‘ 
i 
i 
} HOT AiR Dries damp insulation, 
i 
i 
! 
! 
: 
*& HIGH VELOCITYBLOWING 


OR SUCTION? a powerful suction cleaner. 
* HOT AIR FOR DRYING OR Se ee eS ee ee ee ee ee el 
PROCESSING ? 


Our data sheets on these subjects may help. 


SERVICE ELECTRIC CO. LTD. 
HONEYPOT LANE, STANMORE, MIDDX. el : EDGware 5566-9 
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MALLEABLE IRON PIPE FITTINGS 
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THE 
TAPER 
THREAD 
IS THE 


FEATURE 
OF 
CRANE 
MALLEABLE 
IRON PIPE 
FITTINGS 








oF 


OUTSTANDING x 


} 
| 








* 
| 

* 
lo 
This Joint Is pressure tight, clean and sound. Above 
all, easy to make. The secret? it is made with the taper 
threads of a Crane Malleable Iron Pipe Fitting, manufactured 
to British Standard 143. A nts made with Crane 

aliea i Fittings a ss g° 

s mina € 
individually pressure tested 
All Crane Pipe Fittings are ir g manufact ar P 
jually pressure tested at the Crane factory where they are 

made. That is why they give such 
Full range of types and sizes 

rane Pipe Fittings, both plain and banded patterns, are 

any and T t n t 
fy 4 sn is a a 
‘ 

Crane Ltd., 15-16 Red Lion Court, Fleet St., London, E.C.4. 
Works: [pswich. Branches: Birmingham, Brentford, 


Bristol, Glasgow, Leeds, London, Manchester. 
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Clamping 
for Safety 


with thee ODONI MACHINE BED CLA'MP 












Stainless steel 
vesse! with mild 
steel jocket 


1,000 gall. kettle in 4” 
copper. 
Lynx Quasi-arc welded. 





An entirely new design in Machine Bed 
Clamps, now in use in workshops 
throughout the country, is making the 
machining of small parts easier and safer. 


The Odoni Machine Bed Clamp has these 
features: 


Clamps any thickness from -00lin. to2 fin. 
Fully open to fully closed in a few turns. 


No spanner, packings, shims or other 
makeshift required. 

Swivels in any direction without 
adjustment. 


Over $ ton pressure can be applied. 


Supplied with bolts and heavy washers for 
T-slots. Base fitting tapped gin. Whitworth. 
Finished in grey hammer stove. Obtainable 
through Engineer's Merchants or direct from 
the manufacturers, price £2.17.6 per pair. 


14 day FREE TRIAL 


Try a pair of Odoni Machine Bed Clamps in your own 





Machine shop. Send us a postcard today with your name 


and address—-we will send you a 
. 


pair of clamps by return without 
12,000 gallon woter any obligation to purchase, and 


separator at no cost to yourselves 








Patents applied for in principal countries Precision milling on rotary table 

’ ODONI EQUIPMENT LIMITED (DEPT. 53) 
Stainless Steel, Mild Steel, 79-85 SCRUBS LANE, LONDON, N.W.1I0 telephone LADEROKE 2948 
Aluminium Fabrications j ; 
complete with Valvework 

and Pipework 

Metallic Arc Welding W FE L D ie D 

Argonaut and Argon-arc 


rose | FABRICATIONS 


Ordinary or Extraordinary 


CLARKS CAN COPE! Looking In the 
Clark’s modern methods, efficient right direction 


equipment, unique facilities and practical 
approach all operate to your advantage.... 














Clarks offer you a unique combination of the most 
advanced equipment and methods with a 
century-old reputation for high craftsman standards 
on every type of fabrication work. 

Stainless steel, mild steel, aluminium, copper or 
aluminium-bronze . . . Clarks of Hull 

will not only give you the practical solution 

to your problem—they’ll deliver a first-class job 

on time! 


Send that enquiry first to Clarks of Hull. 





_ 


By 
@ atcliffe 


~ SPF Rines 








CLARK 





GEORGE CLARK & SONS (HULL) LIMITED F. S. RATCLIFFE (ROCHDALE) LTD., 

HAWTH AVEN , HU Crawford Spring Works, Norman Road, Rochdale 
oe on va Phone : Rochdale 40415 "Grams: Recoil, Rochdale 

Telephone 37654 Telegrams ‘Clark Hull’ Telex No: 63178 PW. 5068/1 


A MEMBER OF THE NEWMAN HENDER GROUP 
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““FASTEX 9”’ 


—the best electrode for most jobs 


The Murex ** Fastex 5” electrode has many features which make it the best welding 
electrode for most jobs. It has exceptionally smooth running properties and general 
ease of operation in all welding positions. These are combined with low weld spatter 
and self-detaching slag. All these advantages ensure that high quality welds can be 
readily obtained for all general fabrication work, with neat and regular weld bead 
appearance and with freedom from undercut. Although primarily designed for flat 
and horizontal—vertical welding, the ** Fastex 5°’ electrode can be used in all other 
positions and is acknowledged by experienced engineers throughout the world as the 
best general purpose electrode for welding mild steel. 





MUREX WELDING PROCESSES LTD., WALTHAM GROSS, HERTS. 


T.37 
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Ji ifetel as 
rectifier 
=To Leif o) sal—ial t= 


sco) am latelel-pegt-lpmelole.a2-tae. 


Vale m-1(-1endmeottoial-lasiler- 1 


supplies. 


A 600 kW 

silicon rectifier 
equipment for service 
in a South African 


gold mine. 


“ENGLISH ELECTRIC’ silicon rectifier equipments are available up to the highest outputs for indoor and 
outdoor service. These equipments are inherently simple and reliable and occupy small space for a given 
output. The transformer, rectifier and control gear may be purchased as a composite equipment or 


as separate units. 


SEND FOR PUBLICATION RS/129 to: 
The ENGLISH ELECTRIC Company Limited, 
Rectifier Substation Department, 


Stafford. 


ENGLISH ELECTRIC 


ORKS: 


COMPANY LIMITED. 


STAFFORD PRESTON 


silicon rectifiers 


WY 


S 


MARCONI HOUSE, STRAND, ti 2 


ACCRINGTON 


LONDON, 


BRADFORD LIVERPOOL 











(Supplement | 19 August 1960 ENGINEERING 





BOLTS, NUTS, SPECIAL FASTENINGS 






Whatever your fastening problem, 
Wiley can make a bolt for it—and 
a nut too—ask them 





LAMINATED 
RUBBER 

VARIABLE SPEED 

GEAR V-BELTS 


SEND FOR DETAILS, PRICES AND TECHNICAL DATA TO 


T.WHITTLE & SONS LTD. 


POWER TRANSMISSION ENCINEERS 
HEAD: OFFICE AND WORKS: WARRINGTON JAMES WILEY & SONS LTD. DARLASTON 


PHONE : WARRINGTON S361 (SLINES) GRAMS :BELT, WARRINGTON. Telephone : James Bridge 2692 





Tw 3! 


manmw 6 








Britain’s projects for small reactors (11-60 MW) are 
described by the heads and chief project engineers of 
nuclear departments of Babcock and Wilcox; de Havilland 
Engine Company; English Electric Company; GEC- 
Simon-Carves Atomic Energy Group; Hawker Siddeley 
Nuclear Power Company; Humphreys and Glasgow; 
Mitchell Engineering; Rolls-Royce and Vickers. 

This reprint from ‘ Engineering’ also contains a unique 
chart of World reactor companies and their associates, 
and of their activities in the nuclear field. 

Reprinted from ‘Engineering’, April 15, 22 and May 6, 
1960. Price 4s. post paid from 36 Bedford Street, 
London WCz2. 
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325 ft. Yacht Fitted with 
| Vosper Roll Damping — 


CLYDE SOOFf BLOWERS 
CLYDE BLOWERS LTD. CLYDEBANK . SCOTLAND 


Tel: CLYDEBANK 2161/4 Grams and Cables: Murwils, Glasgow: 





TALKING ABOUT SOOT 


And the soot found in Economic Type Boilers in 
particular. It is seldom realised that the insulating effect of 
soot deposits on heating surfaces, especially the adhesive 
deposits from oil firing, is equal to that of a similar 
thickness of asbestos. 


And the effects—Reduced heat transmission which means 
higher fuel costs, reduced boiler availability and lost power. 

And the solution—Regular and efficient mechanical soot 
blowing. 


LONDON OFFICE 34 Victoria Street, $.W.1. Tel: ABBey 1847 & 4937 
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Man-made Octopus 


Octopus-like, this KING installation at the Banbury Works of the Northern 

Aluminium Co. Ltd., manufactured in collaboration with Millars’ Machinery Co., Ltd., 
Vacuum Division, Bishops Stortford, handles aluminium slabs go ft. long, 7 ft. wide, 

$ inch thick; octopus-like—by tentacles and suction. 44 suction pads are suspended 
from the lifting beam manifold, each having an automatic cut-off device to 

prevent loss of vacuum when shorter slabs are required to be lifted. All this is 


remotely controlled by one operator—yet another example of the superb 
ingenuity and efficiency of the KING approach. 





If you have a problem that needs careful handling—call in KINGS’s—and 
remember, KING’s representatives will call on you anywhere in the world. 


GEO. W. KING LIMITED 


CONVEYORS, HOISTS, CRANES & GRABS 
ARGYLE WORKS : STEVENAGE HERTFORDSHIRE 
Telephone: Stevenage 440 (14lines 
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Printed by HARRISON & SONS, LTD., by Appointment to H.M. The Queen, Printers, London, England. Published by ENGINEERING LTD., at 36 Bedford Street, London, W.C.2 
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Fully Hardened Forged Steel Work Rolls for the 
cold reduction of Ferrous and Non-Ferrous 
Metals. As supplied to Rolling Mills throughout 
the World. 


WILLIAM BEARDMORE & CO LIMITED atne wt 


11, Hamilton Place, Piccadilly 


(Hyde Park Corner) London W.1! 
PARKHEAD STEEL WORKS, GLASGOW E.! Tel: GROsvenor 8786 


Telephone: BRidgeton 1881-8 Telegrams: Beardmore, Glasgow 2, Se. Schn Serect, Manchester, 3 


Tel: BLAckfriars 9745 
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it’s his 


Wag . tature... 








...in all ways. Today, hovercraft and satellites—what of 
tomorrow? He will grow up with Mr. Therm, for each advance 
made by Engineers and Technologists will be helped by the 
unceasing research of the Gas Industry into gas utilisation. 
Through the twelve Area Gas Boards, the Gas Industry offers 
an unrivalled free technical advisory service on fuel to 


the many industries and trades which it serves. 





Write or ‘phone your problem to your Gas Board NOW 


ISSUED BY THE GAS COUNCIL 





